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PREFACE 



The Canada-Ontario Report on the "St. Clair River Pollution 
Investigation (Sarnia Area)" places emphasis on the assessment of 
technical information collected by the two parties in the 
September-December 1985 period, following the perchloroethylene 
spill to the St, Clair River by Dow Chemical Canada Inc., in 
August 1985. 

The discovery in 1984 and 1985 of "black tarry" substances 
overlying the nearshore sediments in the Dow/Polysar area, 
combined with knowledge of the perchloroethylene spill and the 
associated appearance of other significant chemical compounds, to 
a large extent dictated the area of the subsequent Investigations 
and the contaminants analyzed. 

The major technical findings and interpretations in this 
report are thus generally restricted to an eight-kilometre reach 
of the river between a point two kilometres north of the CN Rail 
tunnel and two kilometres south of the Suncor Sunoco Group 
property line. The chemicals examined are trace organics, with 
emphasis on chlorinated organics and volatile hydrocarbons, the 
main constituents of the refinery and petrochemical industries in 
that area. 
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GLOSSARY AND TERMS 



HCB 

HCBD 

HCE 

om 

QCB 

TCB 

TeCB 

PAHs 

perc 

CTC or ccl^ 

2,3,7,8-TCDD 

PCBs 

2,4-D 

2,4, 5-T 



Hexachlorobenzene 

Hexachlorobutadiene 

Hexachloroe thane 

Octachlorostyrene 

Pentachlorobenzene 

Trichlorobenzene 

Tetrachlorobenzene 

Polynuclear aromatic hydrocarbons 

Perchloroethylene 

Carbon tetrachloride 

2,3,7,8 - Tetrachlorodibenzo-p-dioxln 

Polychlorinated biphenyls 

2,4 - Dichlorophenoxyacetic acid 

2,4,5 - Trichlorophenoxyacetic acid 



LC-50 
EC-50 



Concentration causing 50% lethality 
Concentration. causing 50% of monitored effect 



WPCP 



Water Pollution Control Plant 



ppm _ 

Pg/g,Wg-g~ 
mg/L.mg.L"-^ 



parts per million 
micrograms per 
milligrams pe 



lion "J 
r gram V 
r litre J 



equivalent 



ppb 

ng/g,ng.g-l 

pg/L.ug.L"-"- 



parts per billion 
nanograms per gram 
micrograms per 
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ram y 
litre J 



equivalent 



Pg/g>P8-g~| 

ng/Lsng-L"-"- 



parts per trillion 
picograms per 
nanograms pet 



rillion *V 
;r gram L 
it litre J 



equivalent 



VP^ 



parts per quadrillion 



ST. CLMR RIVER POLLDTLOH INVESTIGATIOH 



2. INTRODUCTION AND EXECUTIVE SUMMARY 

On August 13 to 16, 1985, Dow Chemical Canada Inc., Sarnia, 
Ontario, experienced mechanical valve problems, causing a spill 
of approximately 9400 gal (42 300 L) of perchloroethylene , a 
toxic dry cleaning solvent of which approximately 2500 gal (11 
000 L) reached the St. Clair River. Approximately two thousand 
gallons were immediately recovered by DOW. This spill, combined 
with the discovery in 1984 and 1985 of a black tarry substance 
in the river overlying the sediment, led the Ministers of the 
federal Department of the Environment (DOE) and the Ontario 
Ministry of the Environment (MOE) to initiate an investigation 
into the nature and extent of contamination in the Sf: . Clair 
River and the sources of this contamination. This investigation 
was carried out under the auspices of the Canada-Ontario 
Agreement Respecting Great Lakes Water Quality. 



Backgyound 

The St. Clair River flows from Lake Huron in the north to 
Lake St. Clair in the south, a distance of about 64 km. A map 
of the river and its immediate surrounding area is given in 
Figure 2.1. 

The daily flow of the river varies from 390 million cubic 
meters in the summer to 490 million cubic meters during runoff. 
Generally, the bottom profile is consistent with a deep central 
channel and shallow shelves close to the shore. Most of the 
flow (90%) occurs in the main channel, with the ranaining flow 
divided along each shore (5%). 



I 



The St. Clair River ia an important international waterway 
which is subject to extensive use as a major shipping channel 
and as receiving water for numerous industrial and municipal 
effluents. This is particularly evident on the upper river 
along the Canadian shoreline where there are eighteen 
dischargers including 6 municipal sewage treatment plants and 12 
industrial waste dischargers. Approximately 1.7 billion litres 
of industrial effluent and cooling water is discharged to the 
river daily from the large petrochemical complex on the Canadian 
aide. Municipal water intakes from the St. Clair River provide 
treated drinking water to several American and Canadian 
communities. The river is also a source of water for numerous 
industries, including once-through cooling water for electric 
power generating plants. 

The river is used extensively for sport fishing and 
provides spawning grounds for over 20 fish species. In 1980 
Canadian sport fishermen took home an estimated catch of 152 000 
fish. The U.S. shore contains many recreation facilities, 
including campgrounds, marinas and a state park while in Canada, 
the St. Clair Parkway Commission oversees 19 parks in total 
approximately 500 acres (250 ha.). 
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Scope and Coptext of cbe Study 

This inveacigacion was carried out in response to the 
discovery of Che Carry globules and preliminary to a larger, 
more in-depth Canada-U.S. scientific invescigacion of Che 
Detroit, St. Clair and St. Mary's rivers. That study, the Upper 
Lakes Connecting Channels Study (EJGLCCS), began in 1984 and will 
be completed in late 1987. The major purpose of che UGLCC study 
is to delineate comprehensively che environrnental impacc of 
pollution sources to these rivers as a basis for che development 
of specific remedial action plans. These plans have been 
requested by the International Joint Commission under the 1978 
Canada-U.S. Greac Lakes Water Quality Agreement as a means of 
monitoring che resCoraCion of che historically degraded areas. 
This current investigation serves as an immediate impetus for 
new and strengthened regulatory and durveillanca efforts to 
resolve che pollution problems discussed. 

S;;Ceosive survey work has been oogoirig -jincie 1977 bv M0£ to 
determine Che environmenCil impacC of -hemical contamination co 
Che river. 

In order to define the extent of che contaminarion due to 
che Dow spill, MOE launched an inCensive invescigat ion of water 
quality and sediments in the area becween Polysar and Suncor 
(fig. 2.1) as well as che river delca (Chenal Ecarta) . Studies 
on biological effects, including benthic surveys and 
investigations into contaminant levels in young-of-the-year 
fish, caged clams and sport fish previously collect^-1, as well 
as assessments of che toxicity of che sedLments to biota, wer^ 
conducted. Eight water treatntent plants wer-? also monitored for 
perchloroechylene on a daily basis uncil -nid-3eptetaber . 
Following the iniciation of the clean-up by Dow in Movember, MOE 
also initiated monicoring ac thr^e drinking vacer planes 
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(Walpole, Wallaceburg and Maryaville, Michigan) on a twice daily 
basis . 

DOE also initiated intensive sediment and water surveys to 
define the extent of contamination in the study area. DOE and 
MOE, sampled industrial intakes and point source discharges in 
the study area. Ground-water samples were collected from 
piezOTieters inside the CNR St. Clair river tunnel, which is 
located upstream from Imperial Oil, and the tunnel dewatering 
discharge. 

Samples were analyzed for volatile organics , chlorinated 
extractables polynuclear aromatic hydrocarbons and chloro- 
phenols; sediment were also analyzed for dioxins. Because 
the point source effluent study was limited to single samples 
from each source, any interpretation made respecting 
representative contaminant concentrations and loadings is 
tentative. Notwithstanding the differences in sampling dates 
and locations and the variations in analytical methodologies , 
both MOE and DOE water, sediment and effluent data sets were 
found generally to be complementary and consistent with each 
other , 



AMBIKHT OOHDITIOXS 
Percbloroethylene Pwldlea 

Depressions in the river bottom in the vicinity of the Dow 
spill site have allowed the accumulation of chemical "puddles". 
These puddles were concentrated in an area approximately 50 m X 
50 m, adjacent to the shoreline at the Dow Ist Street sewer 
complex. 



In this area, the chemical composition of the puddlea 
sampled in September, prior to the November clean-up, was mainly 
(97%) perchloroethylene, (perc). Analysis of puddle composition 
in December and January showed perchloroethylene concentrations 
in the order of 60^ and carbon tetrachloride at 30%. These 
latter samples were taken from puddles found in areas from which 
the sediment was removed. Chlorinated organics, in all samples 
included hexachlorobenzene (HCB), hexachlorobutadiene (HCBD), 
hexachloroethane (HCE), octachlorostyrene (OCS) , 
pentachlorobenzene (QCB) , trichlorobenzene (TCB) , and 
tetrachlorobenzene (TeCB) and amounted to 3%. Other compounds 
were also found in the part per billion range, such as 
polynuclear aromatic hydrocarbons (PAHs), dioxina, furans and 
chlorophenols . 

The average level of total dibenzodioxins reached 35 ppb. 
Tetra-and octa-chlorinated dibenzo dioxins accounted for 40% and 
45% of the total dioxins, respectively. The highly toxic dioxin 
isomer 2,3,7,8-TCDD was not detected in the puddles. Total 
dibenzo- furans averaged 101 ppb. Tetra-and octa- furans formed 
the main congeners. 

The above listed chemicals, with the exception of dioxins 
and furans, were also found in the dissolved phase in the 
discharges originating from Dow' s 1st Street sewers. 

A reach approximately 100 m along Dow' s shoreline was found 
to be devoid of benthic life forms, and sediments in this 
section were acutely toxic to test organisms, as evidenced by 
laboratory toxicity studies using these sediments. The 
contaminated perchloroethylene puddles have had a more localized 



effect around Dow'a outfalls. In contrast, farther downstream, 
the effects of ongoing continuous discharges were predominant as 
evidenced by contamination of sediments with chlorinated 
benzenes, a minor component in the puddle composition. 



ExplanatioD of the PorMation of the Perchloroetbyleoe Puddles 

A number of possible pathways were considered, to explain 

the presence of puddles of perchloroethylene and carbon 

tetrachloride contaminated with high levels of chlorinated 

compounds such as hexachlorobutadiene and hexachlorobenzene . 

The puddles collected in September and December had 
significantly different concentrations of carbon tetrachloride. 
The most likely explanation for the puddles observed in 
September is that they resulted from the August 
perchloroethylene spill, which before reaching the river, was 
contaminated by residual waste materials in the sewers, drains 
and catch basins. Residual waste materials known to be in the 
river sediment may also have contributed to the contamination of 
the perchloroethylene puddles. 

The presence of carbon tetrachloride in the puddles found 
in the cleaned up area in December and January suggest that 
these puddles are not attributable to the August 
perchloroethylene spill. The relatively constant ratio of 
perchloroethylene to carbon tetrachloride (2:1), suggests a 
30urce(s) other than the spill. Migration from contaminated 
areas via subsurface pathways either to the sewers or the river 
is a possibility. A more thorough examination of Dow' s 
production and waste disposal practices, present and past, is 
warranted . 



One possibility Chat was considered and discounted was that 
Che conCaminant puddles may have been caused by escape of wastes 
disposed of by Dow down deep wells into a cavern situated in the 
Salina salt formation, approximately 700 m below ground 
surface. Although wastes containing Che principal chemicals 
identified in the puddles were disposed of by Dow into this 
cavern as recently as 1984, the cavern is not pressurized and 
therefore there is no obvious driving force which could bring 
these wastes back to the surface. 



Cleag-Up of the Pmddles 

Following Che August perchloroethylene spill, Dow 
immediately iniciat'ed vacuuming the sp'illed material from Che 
river near the shore. On November 14, Dow again began vacuLtming 
of puddles and contaminated sediments in an area 50 m x 50 m 
adjacent to the Dow shoreline under Che supervision of MOE and 
DOE. The vacuuming operation was completed on December 23. The 
recovered material is being stored in holding ponds on the Dow 
site. Some of the decant water has been Created and the 
remaining vacuumed materials will be Created in the spring. Dow 
has reported Chac approximately 2500 gal (U 000 L) of the 
perchloroethylene were recovered as a result of Che Cwo separate 
vacuuming operations. A program is currently in effect whereby 
Dow is conCinuing Co vacuum residual puddles in che area afcer 
visual inspections. On January 3 Dow divers observed a few more 
puddles and 5 gal (22 L) of perchloroethylene were removed. On 
January 9, Environment Canada's remoCe underwater camera 
photographed the existence of several more puddles. 



On January 13 and 15, Dow carried out underwater 
inspections of the outfall area and placed markers on six 
puddles. On January 16, MCE had an independent commercial diver 
inspect, describe and mark 22 puddles. Total volume of the 
puddles was estimated to by 10 - 15 gallons. 

DOE carried out a filming inspection of the bottom on 
January 17 when a strong chemical odour emanating from an 
upstream source (being investigated) prevented Dow divers from 
attempting a clean-up of the remaining puddles. Dow attempted 
to vacuum on January 20 or 21. (Water clarity was poor on the 
18th and 19 th.) Ice janmed along the waterfront prevented an 
early start on the 20ch, Dow will also place three 
specially-made collectors on the cleaned-up river bottom. These 
collectors are designed to determine whether there is seepage of 
materials from the river bottom. Dow will also photograph the 
installation process, if possible. Upon completion of this 
activity by Dow, MOE and DOE will carry out an intensive 
examination of the area using both divers and the underwater 
video-tape camera. Further examination, monitoring and clean-up 
will be continued until the incidence of puddles in the area 
ceases and the source is identified and controlled. 

On January 22 (as this report goes to press) Dow found a 
very small, slow flow of dark material running under the 5A-inch 
sluice sewer (part of the 1st Street sewer complex). This 
material, as analyzed by Dow, contained 77% perchloroethylene 
and 6% carbon tetrachloride, the two principal constituents of 
the puddles found in the river. This seepage was found 
approximately 50 to 60 feet back from the discharge point in the 
river at a depth of approximately 30 feet underground. Dow is 
presently examining the interior of the tile drain and digging a 
trench perpendicular to this sewer to catch the flow and 



prevent it from reaching the river. Dow began excavation of 
these pipes in mid-January after the DOE underwater camera took 
extensive footage of the puddles in the cleaned up area 
(January 9). The film footage was made available to both MOE and 
Dow. This discovery appears to substantiate DOE/MOEs conclusion 
that the puddles being cleaned up in November and December were 
not a result of the August perchloroethylene spill but were the 
result of some small continuous leakage of contaminated material 
from the Dow site. 



Water Qoallty 

Bottom and surface water samples collected from the study 
area contained appreciable concentrations of hexachlorobenzene 
(HCB), hexachlorobutadlene (HCBD), hexachlocoethane (HCE) , 
octachlorostyrene (OCS), teCrachlorobenzenes (TeCB), perchloro- 
ethylene (perc), carbon tetrachloride (CTC) , chloroform and other 
volatile chlorinated hydrocarbons. Between 10- and 100-fold 
Increases in concentrations over upstream background levels were 
observed to occur in the vicinity of the Township ditch and the 
Dow property. The high levels persisted throughout the rest of 
the study area. Mean concentrations of perchloroethylene and 
carbon tetrachloride at various transects in the study area are 
presented in Figure 2.2. 

The November survey results indicated significantly lower 
levels of volatile hydrocarbons in the study area (perchloro- 
ethylene and carbon tetrachloride) than the September survey 
results. Measured levels met published ambient water quality 
criteria for the protection of aquatic life. 
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Figure 2.2 Concentrations of perchloroethylene and carbon tetrachloride in water in the 
Upper Reach of the St. Clair River, 
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Chlorinated organlcs analyses showed significant exceedances 
of provincial ambient objectives for the protection of aquatic 
life In the vicinity of Dow's Ist Street sewer. Based on maximum 
levels, the following exceedances were observed 100 ra downstream 
from the 1st Street sewer complex: 370-fold for HCB, 13-fold foe 
HCBD, 5-fold for QCB, 3-fold for 1,2,4-TCB. 

At a distance of 600 m downstream from Dow's Ist Street 
sewers, levels of HCB exceeded the objective by 100-fold. This 
reinforces the importance of obtaining reductions of HCB at 
source, considering the toxicity and persistence of this compound 
and the fact that It Is categorized as a potential carclaogen. 

The two major sources for the chlorinated organlcs are the 
Township ditch and the 1st Street sewer outfalls. During the 
present study, Dow's 1st Street sewers had a more pronounced 
adverse effect on St. Clair River water quality than the Township 
ditch. In 1983/84, Dow dredged the highly contaminated section 
of the Township ditch; the Dow Scott Road ditch was excavated and 
replaced with a submerged sewer. 

Volatile hydrocarbons (mainly CTC, perc) as discharged from 
Dow's point sources resulted in high levels of these chemicals In 
river water. A few higher values of CTC and perc were also 
observed in the vicinity of the CN tunnel (upstream from the 
Township ditch) on both sides of the river, but the sources of 
these have not been Identified. 

Analyses of bottom waters from depressions in Chenal Ecarte 
confirm that there was no evidence of organlcs having accumulated 
in these holes when compared with waters just upstream. 
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Sedlaents 

Contaminants which were found in elevated levels In sedi- 
ments were mainly chlorinated organics and volatile hydrocarbons, 
both of which are attributed to discharges from refineries and 
petrochemical plants. In general, these contaminants were 
confined to a band approximately 100 m wide along the Ontario 
shoreline between the Township ditch and a point south of the 
Suncor property. Major organic contaminants were hexachloro- 
benzene, hexachlorobutadiene, octachlorostyrene, carbon 
tetrachloride, perchloroethylene and hexachloroe thane. No 
regulatory guidelines are currently available to assess the 
significance of these levels ;-they are being developed. 

Low, but measurable concentrations of organic contaminants 
were also found in sediments upstream from Imperial Oil in the 
Sarnla Industrial complex. Concentrations increased and reached 
maximum levels opposite Dow's 1st Street sewer outfalls. Levels 
In parts per million persisted to the southern end of the Suncor 
property. Mean concentrations of perc, CTC, HCB and HCBD at 
various transects along the river are shown In Figure 2.3. 

The lateral distribution of chemical concentrations opposite 
Dow's property revealed higher levels offshore than in the near 
shore areas. For example, levels of HCB at 40 m offshore, 
opposite the 1st Street sewers, were 133 ppra compared with 6 ppm 
at 20 m offshore. This pattern of higher levels offshore, 
relative to near shore concentrations, was also observed at a 
location 300 m downstream from the 1st Street sewers. In addi- 
tion, levels of HCB at this same location were Increased by one 
order of magnitude. Indicating effects of continuous discharges 
from the areas Including Dow, Polysar and the Township ditch. At 
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the southern end of Suncor, the lateral distribution of contami- 
nants in sediments exhibited the usual pattern of high levels 
near shore compared to the offshore locations, 

Dibenzodioxlns and dibenzofurans found In the surficial 
sediments were much lower than those found in the puddles adja- 
cent to the Etow property. A maximum level of 15 ppb total 
dibenzo-p-dloxins was found In sediments opposite the Ist Street 
sewers. Octachlorodioxin was the main congener. The maximum 
level of total dibenzofurans was found In sediments just above 
Dow's 1st Street sewers. Octachlorofurans was the main con- 
gener. At the southern end of the Suncor property, total 
dibenzo-p-dioxlns levels decreased to 0.1 ppb and total dibenzo- 
furans to 1 ppb, _ Farther downstream, levels decreased to near or 
below the detection limit (0.01 ppb). No 2,3,7,8-TCDD was 
detected in sediments. 

Farther downstream, sediments in the vicinity of Walpole 
Island and Wallaceburg water Intakes and in Lake St. Clair 
revealed only trace levels of some volatile hydrocarbons and 
chlorinated organics. No chlorinated dibenzodioxlns or 
chlorinated dibenzofurans were detected in sediments near these 
water supplies. Similar findings were also noted in bottom 
depressions in the Chenal Ecarte. 

During the sediment surveys core sampling along the Ontario 
shore _ revealed two distinct groups of sediment contamination. 
One group, which includes hexachlorobenzene, hexachlorobutadlene, 
octachlorostyrene and pentachlorobenzene, is associated with 
Dow's discharges. These chlorinated organics are found mainly in 
the surface sediment and are considered to originate mainly from 
Dow Chemical, the only known producer of chlorinated solvents in 
the area. 
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The other group, which is described as tar-saturated sedi- 
ments, was found in the deeper layers of the cores. The source 
and identity of the tar-saturated sediments are not known at 
present. These sediments do not extend beyond 25 ra from shore. 

The cohesion provided by the tars apparently stabilizes the 
contaminated sediments and prevents or slows their movement via 
bedload transport. These tar-saturated sediments are not related 
to the perchloroethylene puddles observed near Dow. 



Biota 



Benthos 

The health of the macrozoobenthic communities in the 
St. Clair River was assessed In 1968, 1977 and 1985. The results 
of the 1985 survey show that the benthlc community is Impaired in 
the immediate area of the petrochemical Industry. A zone of 
impaired water quality was confirmed along the waterfront of 
Polysar and a severely impaired water quality zone was Identified 
from Dow's Ist Street sewer to just down river of Suncor. 
Relative to 1977, however, changes in the benthlc community 
suggest that water quality conditions of the whole river have 
improved markedly (Fig. 2.4). 

A comparison of water quality "zones" between 1977 and 1985 
indicates that the down river zone of "good" water quality 
advanced uprlver approximately 10 km over the eight years 
(Fig. 2.4). In addition, water quality conditions within the 
"impacted" and "recovery" zones have improved since 1977. Low 
densities of some pollution-intolerant benthlc species that were 
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characteristically absent from the Impacted zone in 1977 were 
present at most stations in the impacted zone in 1985. A general 
increase in species richness was also noted in the recovery zone 
over 1977. 

These changes suggest that the abatement programs implemen- 
ted over the past eight years have had a significant beneficial 
effect on the water quality along the Canadian side of the 
St. Clair River. 



Young-of-the-Year Fish 

Current monitoring of the young-of-the-year fish revealed 
that accumulation of HCB and OCS had occurred to levels of 230 
and 560 ng/g, respectively, in these fish downstream from 
Suncor. These levels are well above those found at Lake Huron 
control sites. Perchloroethylene levels In fish reached 380 ng/g 
at the same location. At the Lambton Generating Station and 
Mitchell's Bay, levels of perchloroethylene up to 600 ng/g were 
found in the juvenile emerald shiners, 

Dioxin residues were low in the young fish and no tetra 
congeners were found. The dibenzofuran residues were of some 
concern, especially as tetra congeners were dominant and reached 
levels of 1300 pg/g at Suncor. Fish at the river headwater had 
1200 pg/g. Isomer specific data are not available. 
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Caged Clams 

Analyses of caged clams placed in the river at locations 
from Lake Huron to Port Lambton Indicated that chlorinated 
organics were accumulated to a significant degree in the clams 
placed in the vicinity of industrial point sources. The area 
where the significant accumulations took place extended from the 
Polysar/Dow property line to the southern end of Suncor. Maximum 
uptake was observed to occur opposite the 1st Street sewers of 
Dow. Accumulation was discernible as far downstream as Port 
Lambton. 



Sport Fish 

The most recent data available (1983) for HCB in Lake 
St. Clair sport fish (edible portion) show that levels of this 
contaminant have declined since 1981. Levels in carp are 10 ppb, 
and channel catfish have residues of approximately 40 ppb. The 
1983 data for OCS are 40 ppb and 90 ppb for carp and channel 
catfish, respectively. Residues of HCB and OCS in channel 
catfish are higher in Lake St, Clair than those in Lake Huron. 
For carp, the reverse applies. No consumption guidelines have 
been established for these compounds. Mercury levels in the 
edible portion (skinless, boneless fillet) exhibited a signifi- 
cant decline during the period 1970 to 1985. The current average 
level is about 20% to 30% of the 1970 value. Similarly, PCB 
levels have also declined compared with values in the mld- 
1970*s. Two species of fish collected in 1982 from Lake 
St. Clair contained 2,3,7,8-TCDD. Mean levels were 0.6 ppt for 
carp, 0,89 ppt for channel catfish, whereas no 2,3,7,8-TCDD was 
found in walleye. These levels are all below the National Health 
and Welfare guideline of 20 ppt. 
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Acute Lethality 

Sedimencs collected In September just below the Dow Ist 
Street sewer outfall were acutely toxic to three species of test 
organiara In a laboratory test situation. The sediments collected 
from the "chemical valley" upstream from Dow were also acutely 
lethal to some organisms, whereas control sediments collected 
upstream above the "chemical valley" were non-lethal. Sediments 
collected in November below Dow were not as acutely lethal to the 
test organisms, although some organisms were still killed during 
96 hours of exposure. 



Treated Drinking Water 

Water supplies at communities along the St. Clair River were 
Intensely monitored following the Dow spill. Most organics could 
not be detected and the few that were observed, did not pose a 
threat to drinking water supplies downstream. Eight water treat- 
ment plants were monitored for perchloroethylene on a daily basis 
from the end of August until the end of September. During this 
period of monitoring, the highest level of perchloroethylene 
detected In treated water was 4 ug/L (ppb>. The World Health 
Organization's (WHO) tentative guideline is 10 ppb for a lifetime 
(70 years) consumption of drinking water. Continued monitoring 
showed a decline in approximately two weeks to below the detec- 
tion limit (1 ug/L). Monitoring during the Dow spill clean-up 
showed that levels did not exceed the detection limit. 

No dibenzo-p-dioxin or dibenzofurans were detected in any 
samples of treated water. 1 ,2 ,4,5-tetrachlorobenzene, 1,2,3,5- 
tetrachlorobenzene, pentachlorobenzene, benzene, carbon 
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tetrachloride and hexachlorobutadiene found in the St. Clair 
River water were detected on Isolated occasions in treated waters 
at levels below the WHO and EPA criteria for drinking water. Raw 
and treated drinking water from eight plants was monitored on a 
weekly basis for 139 chemicals of concern. 



SOORCBS OF CONTAMINANTS 

Point Source Effluent Survey Conclusions 

These conclusions are based on the point source effluent 
study undertaken by DOE, in cooperation with MCE, at the end of 
November 1985. This study was limited to single samples from 
each source. Dow Chemical effluents, especially from the 1st 
Street sewers, contain many of the same compounds found in the 
perchloroethylene puddles. The continuous discharge of contami- 
nated effluents from the Dow 1st Street sewers does not In Itself 
account for the formation of the perchloroethylene puddles. 
Compared with the other point sources sampled, Dow was the major 
source of neutral extractable chlorinated organlcs, especially 
1,2,4-trichlorobenzene , hexachlorobenzene , hexachloroe thane and 
hexachlorobutadiene. (For other possible sources, see page 8.) 

The Dow sewers are significant sources of volatile pollu- 
tants compared with other industrial sources in the present 
survey and those studied previously on the Great Lakes. The 
total net loading for volatile hydrocarbons was estimated to be 
242 kg/d. Six major pollutants accounted for 84% of this loading 
(1,2-dichloroethane, perchloroethylene, 1,2-dichloropropane, 
carbon tetrachloride, benzene and ethyl benzene). Ethyl benzene 
and benzene totalled 132 kg/d. 
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For the Esso Petroleum, Esso Chemical and Sarnla WPCP 
effluents, the contaminants analysed were generally found at very 
low concentrations requiring zero or minimal dilutions to achieve 
ambient water quality standards and objectives. The total net 
loadings of volatile hydrocarbons from these three sources were 
0.96 kg/d, 2.6 kg/d and 2.0 kg/d, respectively, 

Polysar was a major source of benzene, which originated 
mainly from the 72-inch sewer. The total net loading of volatile 
hydrocarbons was 115 kg/d, of which U2 kg/d was benzene. 

The Suncor Intake, located downstream from Dow Chemical, 
contains many of the compounds being discharged at high concen- 
trations by Dow and Polysar. The total net loading, of volatile 
priority pollutants from Suncor was 1.1 kg/d. 

A comparison of historical organlcs data for 1979/80 with 
the present survey indicates some improvements, but a greater 
number of samples would be required to make a proper comparison 
coupled with an examination of abatement measures that have 
occurred during the period. 

The Dow Scott Road landfill leachate contained the chloro- 
phenoxy herbicides 2,4-D (18 ug/L) and 2,4,5-T (I yg/L), high 
concentrations of volatile organlcs including 1,1-dlchloroethane, 
1,2-dichloroethane, chloroform, trichloroethane and 1,1,2-tri- 
chloroethane. Loadings could not be calculated due to a lack of 
flow information. 

The levels of 2,4-D and 2,4,5-T In the disposal sice 
leachate appeared to be unaffected by carbon treatment. High 
concentrations of volatiles were also observed after carbon 
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treatment. All chlorophenols were effectively removed by treat- 
ment. The Scott Road site was also a source of trlchlorobenzene 
and hexachlorobutadiene . The Dow Ist Street 30-lnch acid tile 
and the Polyaar 66-inch sewer also contained detectable levels of 
2,4-D. 

The Scott Road outfall contained many of the contaminants 
discharged by the Dow Scott Road landfill, although, there may be 
other sources of chlorinated organlcs , especially chlorinated 
benzenes, to the Scott Road ditch. 

The Township ditch water at a point upstream from Polysar 
vam moderately contaminated with volatile organics and 
extractable chlorinated compounds, specifically chloroform; 
1,2-dlchloroe thane; 1 ,4-dlchlorobenzene; 1 ,2,4-triclilQrobenzene; 
and hexachlorobutadiene. The loading of volatile hydrocarbons 
from the ditch was similar to that of Polysar. In terms of the 
loading of chlorinated extractable pollutants, the Township ditch 
a significant source of HCBD and trichlorobenzenes. 

The Township ditch sediment collected upstream from Polysar 
is contaminated with chlorinated benzenes, hexachlorobutadiene, 
octachlorostyrene (found at low levels In most of the samples) 
and chlorophenols. 

Urban runoff in the Sarnia area was a minor source of 
perchloroethylene, hexachloroe thane, hexachlorobutadiene, penta- 
chlorobenzene, hexachlorobenzene and octachlorostyrene. 
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Possible Undergound Sources 

During the course of the clean-up of the perchloroethylene 
spill from the bottom of the St. Clair River, the possibility was 
raised that a hydrogeological source of contaminants existed. 
This was based on the fact that large quantities of industrial 
wastes were disposed of by deep well injection from 1958 to 1976 
in the St. Clair River area. The St. Clair River Situation 
Report released by MOE and DOE on November 18, 1985, provides a 
description of these disposal practices. To date, there is no 
substantiated information that deep 'well disposal of industrial 
wastes is a source of the perchloroethylene puddles. 

MOE and DOE undertook a study on the CN Rail Tunnel which 
indicated the following. 

Ground-water leakage into the tunnel is around 4000 gal/day 
and occurs for the most part, in a 160-ffl section on the Canadian 
side of the river. Water samples were collected from the 
discharge sump and three piessoraeters located in the tunnel. 

Detectable levels of chlorides, phenols and polyaromatlc 
hydrocarbons (PAHs) were found in the water samples from the 
piezometers. These results suggest that industrial wastes may be 
contaminating the ground water around the CN tunnel on the 
Canadian side. Chlorinated hydrocarbons such as hexachlorobuta- 
diene and octachlorostyrene were found at trace levels in the 
water leaking into the tunnel that was collected In the sump. 

Upon review of existing Information, hydrogeological experts 
unanimously agreed on the need for further specific studies 
before definitive conclusions regarding the occurrence of 
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pollution from underground sources could be made. These are 
listed In the Recommendations. Further, the experts concluded 
that the hydrogeological studies currently underway or planned 
under the Upper Lakes Connecting Channels Study will greatly 
assist in providing the information required to make more 
definitive conclusions. 



Spills 

There were 32 reported spill incidents from 1974 to date In 
which 10 or more metric tons of materials were discharged to the 
St. Clair Mver. 

In view of Che frequency and potential significance of 
spills into the St. Clair River, MOE Is undertaking a critical 
review of spill control capabilities at each of the industries in 
the area. 



CDRKENT ACTIONS ONDERUAY 

Spills 

The need for upgrading of spill prevention, detection and 
response measures has been impressed on area industries. 
Effective 24-hour response by MOE has also been Implemented 
through the recently established Spills Action Centre, and 
Investigations of spill contingency measures will be conducted. 
Staffing of the Sarnia District Office of MOE has been expanded 
Co ensure thorough investigation of spill incidents to support 
prosecutions where warranted. 
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Priority for Objectives 

DOE and MOE have commenced a program to examine volatile 
compounds identified In discharges Co the St. Clair River for the 
purposes of formulating acceptable ambient water quality objec- 
tives. 



Effluent Monitoring 

Each Industry discharging Co the St. Clair River has been 
assessed to Identify specific chemical compounds of potential 
concern. The Ministry of Che Environment is drafting a regula- 
tion which will require that the industries and municipalities 
discharging to the St. Clair River conduct comprehensive monitor- 
ing programs for listed parameters to characterize effluent 
quality and to provide a long-term data base for loading assess- 
ment. This monitoring program will be audited by MOE. 



Point Source Control 

Existing information on sediments, water quality, biota and 
point sources, together with experience gained from the effluent 
monitoring regulation (mentioned above), will be used to develop 
a control regulation for the industries and municipalities 
discharging to the St. Clair River. Through this control regula- 
tion, the Ministry of the Environment, with the scientific and 
technical support of DOE, will establish effluent concentrations 
and loading levels for all parameters which, if exceeded, will 
trigger additional monitoring, remedial measures, abatement and 
prosecution. 
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Source Identification of Moxln and Furans 

A sampling and analysis survey Is in progress to focus on 
all possible sources of dloxins and furans discharging inco the 
upper St. Clair River. Sampling includes water and sediment in 
sewers and drainage pathways. 



Drinking Water Monitoring 

A province-wide drinking water surveillance program was 
instituted inld-1985 by the MOE. The program routinely studies 
109 compounds and includes the water treatment plants supplying 
Sarnla, Walpole Island, Wallaceburg, Mitchell's Bay, Stoney 
Point, Windsor and Amherstburg. As a result of the August 1985 
spill of perchloroethylene, several St. Clair River area water 
treatment plants were monitored dally for perchloroethylene. 

Additionally, the dloxln monitoring 
program was intensified following the finding of dloxins in the 
oily material from the river bottom. Water sampling for 
perchloroethylene was carried out downstream from the Dow spill 
clean-up activity to monitor for movement of contaminants down- 
stream and any possible Impact on drinking water supplies. 



Ppper Great Lakes Connecting Channels Study 

In many cases, the thrust of the recommendations contained 
in the following section Is ongoing in the UGLCCS. The projects 
being undertaken by agencies participating in the study are, 
however, more general in that they address the problems of a 
broader range of contaminants in a larger system. For example, 
the fate and pathways of many contaminants in the Detroit and 
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St. Clair rivers will be Investigated. Those specific contami- 
nants were selected to be studied either by their ability to 
represent a whole class of contaminants or by their identifica- 
tion as historically persistent pollutants. The recommendations 
presented in this report are, on the other hand, more specific to 
a localized event. Nonetheless, certain recommendations will be 
subsumed by the ongoing projects of the UGLCCS and the develop- 
ment of regulations for effluent monitoring and control being 
undertaken by the province. 



Source Identification of the Contaminant Puddles 

Dow Chemical initiated a number of activities on its site in 
raid-January specifically aimed at finding the source of the 

4 

puddles in order to control it. These activities monitored by 
MOE and DOE include the following: 

• inspection of their solvent production process to ensure 
that leakage of effluents and process upsets in the 
solvent plant are not entering the sewer complex but 
directed to holding ponds; 

- excavation under each of the 1st Street sewers to deter- 
mine If there Is contaminated perchloroethylene present 
that could leak into the St. Clalr River; 

- further examination of hydrogeological characteristics of 
their property; 

• a river sediment survey upstream of the 50 x 50 m clean- 
up area; 

an extensive outfall and in-plant sampling program 
focussed on point sources; 

further testing of effluents to characterize the 
behaviour of perchloroethylene in effluents; 

• an engineering study of the 1st Street sewer system. 
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RECOMMENDATIONS 



General 



1. The sediment, water, point source and biota findings of the 
current study should be reviewed by the Technical Work. Groups 
of the Upper Great Lakes Connecting Channels Study (UGLCCS) 
In the February 1986 workshop with a view to amending and 
augmenting the UGLCCS workplan where warranted. 

2. Government and industries should accelerate Investigations of 
available technologies and systems for maximizing control 
over the discharge of toxic substances to the St, Clair 
River. These investigations should address the specific 
provisions of Article VI and Annexes 8, 10 and 12 of the 
Great Lakes Water Quality Agreement, and should lead to the 
establishment of quantitative discharge limits for each 
contaminant of concern, based on "achievable technology" and 
any further stringency Imposed by receiving water quality 
considerations. 

3. Ambient water quality objectives for the volatile and chlori- 
nated organic compounds in the St. Clair River should be 
established as a matter of priority. 

4. Better definition of the fate and pathways of contaminants in 
the St. Clair River ecosystem, with particular emphasis on 
carbon tetrachloride, perchloroethylene, hexachlorobenzene 
and hexachlorobutadlene. Is urgently required. 
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Anblent 

1. Identity and probable sources of sediment contaralnaclon that 
persist In the deeper layers of cores collected In the 
vicinity of the Ontario shoreline of the river should be 
Investigated. 

2. Sources of volatile hydrocarbons particularly carbon 
tetrachloride and perchloroethylene. In the study area should 
be investigated and reduced. 

3. The apparent Increase in concentration of hexachlorobenzene 
in sediments between the CN tunnel and the Township ditch on 
the Ontario side should be Investigated, 

4. The apparent Increase in the concentration of hexachloroben- 
zene In sediments in the vicinity of the CN tunnel on the 
Michigan side should be investigated. 

5. Sources of the carbon tetrachloride and perchloroethylene in 
water upstream from the CN tunnel should be identified. 

6. The presence of high concentrations of mercury In sediments 
opposite Dow property should be Investigated. 

7. Sources of hexachlorobenzene, octachlorostyrene, penta- 
chlorobenzene and PCBs in the area between Talford Creek 
(Shell Canada) and Petrosar should be identified and action 
initiated to reduce or eliminate these compounds. 

8. The drinking water surveillance program should be continued 
at water treatment plants on the St. Clair River. 



27 



9. Ontario drinking water criteria and objectives should be 
developed for 1 ,2,4,5-teCrachlorobenzene, 1 ,2,3,5-tetra- 
chlorobenzene, pentachlorobenzene, benzene and carbon 
tetrachloride, all of which have been found In the St. Clair 
created drinking water, 

10. Contingency drinking water treatment technology should be 
developed for use after chemical spills, i.e., mobile treat- 
ment units. 

11. Additional efforts in analytical development should be 
undertaken to allow more precise analyses of polychlorinated 
aromatic hydrocarbon and polychlorinated dlbenzofurans in 
young-of-the-year spottail shiners, 

12. Additional species of sport fish from Lake St. Clair and Lake 
Huron (control) should be analyzed for chlorinated beazenes, 
furans, polyaromatic hydrocarbons and substituted phenols. 
This is a critical requirement, given the importance of the 
recreational fishery and the high public utilization of fish 
from Lake St. Clair. 



Sources 

1, The effluent levels of volatile organics, particularly 
perchloroethylene and carbon tetrachloride from Dow, should 
be reduced. 

2, Based on the findings of water and sediments, Dow effluent 
levels of persistent chlorinated organics, notably hexa- 
chlorobutadiene and hexachlorobenzene, should be reduced. 
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3. The effectiveness of the Dow Scoct Road landfill carbon 
treatment facility should be investigated. Modifications 
should be implemented to reduce losses of persistent 
chlorinated organics, especially hexachlorobenzene and 
hexachlorobutadiene . 

4. Additional sources of chlorinated organics to the Scott Road 
outfall, 1,2-dichlorobenzene and 1 ,2,4-trlchloroben2ene in 
particular, should be investigated. 

5. Sources of chlorinated organics to the Township ditch, in 
addition to those coming from the Scott Road outfall, should 
be investigated. 

6. The source of benzene in the Polysar 72-lnch sewer and of 
ethylbenzene and benzene in Dow's sewers should be identified 
and creaced. 

7. Volatile hydrocarbons in all sources In the Chemical Valley, 
particularly carbon tetrachloride and perchloroethylene, 
should be reduced. 

8. To ascertain the extent of possible ground-water contaaina- 
tloQ in the Sarnia area, studies are required to 

(1) Define the ground-water flow pattern in the freshwater 
aquifer . 

(ii) Assess water quality in the fresh water aquifer and 
seepage discharge to the St. Clair River. 
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(iii) Determine the hydraulic head relationships between the 
freshwater aquifer, the rock layers above the Detroit 
River Group, the deep well disposal zone and the caverns 
in the Sallna formation. 
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3. AMBIENT CONDITIONS 
Introduction 

The discovery of puddles of black liquid on the bottom of 
the St. Clair River at Sarnia in 1984 and in the summer of 1985, 
as well as the reported perchloroethylene spill by Dow Chemical 
Company, have led to questions concerning the extent of 
contamination of the river and the safety of drinking water 
supplies drawn from It. Of major concern is the 8-km reach of 
the St. Clair River immediately south of Sarnia. This chemical 
valley Is Che home of a number of petroleum and chemical indus- 
tries, mostly adjacent to the river, and which collectively 
discharge in the order of 1.7 billion litres of process, cooling 
and storm water daily. Most of these discharges take place in 
the near shore area where mixing Is limited. For details 
concerning the chemicals produced and waste disposal practices in 
the valley, the reader Is referred to "Pollution of the St. Clair 
River (Sarnia Area)," a situation report prepared by Environment 
Canada and the Ontario Ministry of the Environment (MOE) in 
November 1985. 

Description of Study Area 

The St. Clair River is approximately 63 km long with a total 
fall of 1.5 ra. The river has three distinct reaches with 
different hydraulic characteristics: 

- The steep upper reach between Lake Huron and the mouth of 
the Black River is only 5 km long and falls approximately 
0.3 ra in a relatively narrow and deep channel. The 
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channel Is 450 ra wide and 9 m deep. Mean surface current 
is 1,5 m/s. 

- The middle reach extends downstream to the river delta 
and covers approximately 40 km. The reach width varies 
from 600 to 900 m and its depth varies from 8 to 15 m. 
Mean surface current is 1 m/s. 

- The extensive delta region known as the St. Clair Flats 
forms the lower reach of the St. Clair River and extends 
downstream from the remaining 18 km to Lake St. Clair. 
The region is divided into several channels with mild 
slopes. Mean velocity is 0.7 m/s. 

The river flow produces an average discharge of about 
5100 nr/s, which varies seasonally from a winter low of 4200 m^/s 
to a summer high of 5500 m^/s. 

The reach of the St. Clair River along Sarnia's industrial 
shoreline is a stable channel, 500 to 800 n wide and 9 to 15 m 
deep. The adjacent shoreline is low-lying with a height of less 
than 10 m and has been extensively altered by dockage, fill and 
shore stabilization. Most of the Canadian shore consists of 
concrete seawalls, sheet piling and riprap; the American shore is 
less developed. Comparison of early and recent aerial photo- 
graphs of the area indicates that considerable artificial 
smoothing of the industrial shoreline by landfill occurred 
between 1955 and 1973. 

Channel shape and depth vary down river (Fig. 3.1). North 
of the railway tunnel, the channel has steep, smooth sides and a 
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Figure 3.1 St. Clair bathyiaetry, contour interval 2 a. 
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central ridge separating Canadian and American sub-channels 2 to 
4 m deep (Fig. 3.2a). The Canadian channel tends to be the 
deeper one. Farther south, the shape of the cross section 
gradually changes as the slope of the American shore decreases 
and the sub-channels become less prominent. This results in a 
shallower single channel skewed toward the Canadian shore 
(Fig. 3.2b). Some of the changes noted may be the result of 
channel deepening and maintenance dredging for navigation which 
has been underway since the 1890s. 

The detailed morphology of the Canadian slope in the 
vicinity of the spill site is shown in Figures 3.2c and 3.3. The 
inshore slope is smooth and very steep with grades as high as 1 
in 3 (18*). Bottom contours are generally parallel to the 
shore. The slope gradually decreases offshore from the 5-m 
contour, and then a pronounced break in slope, which is marked by 
a notch and an increase in bottom roughness, occurs between 50 
and 100 m offshore at a depth of between 7 and 9 m. Local relief 
on this lower slope and on the adjacent channel floor ranges from 
O.I to 0.5 m. 
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Figure 3.3 Depth contours, Dow site, 1985, contour interval 1 n. 
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PERCHLOROETHYLENE PDDDLE DESCRIPTION 
Chealcal Composition 

Samples of the perchloroethylene puddles were collected by 
divers in September, November and December, 1985, from a site 
approximately 30 m offshore of the Dow Chemical 1st Street sewer 
complex (approximately 10 m south of the Dow/Polysar boundary). 
Some of these samples are from puddles which had reformed after 
the area had been cleaned up by Dow. Although ratios varied 
somewhat between samples and between laboratories, the major 
components In each of the six samples analyzed were perchloro- 
ethylene and carbon tetrachloride, which together accounted for 
over 90% of the material when analyzed by dilution and gas 
chromatography. The composition of a puddle from the cleaned 
area sampled in December is shown in Figure 3.i. 

The composition of the puddle from September was similar 
except that the carbon tetrachloride concentration was much lower 
and the puddle was 97% perchloroethylene. The concentration of 
the minor products was consistent In all samples. Significant 
quantities of other chlorinated aliphatic and aromatic compounds 
were present as minor contaminants, making up approximately 3% of 
the total. Minor components for which standards were available 
for confirmation and quantitation included: 



hexachloroethane 0.4 to 0.8% 

hexachlorobutadiene 0.4 to 0.6% 

hexachlorobenzene 0.4 to 0.6% 

1 ,1 ,1-trichloroethane 0.5% 

trichloroethylene 0.3% 

octachlorostyrene 0.02% 

pentachlorobenzene 0.01% 

tetrachlorobenzenes 0.02% 

trichlorobenzenes 0.02% 



HEXACHLOROBUTADIENE 

0.6% 
HEXACHLOROETHANE 

0.8% 
HEXACHLOROBENZENE 

0.6% 
TRICHLOROETHYLENE 

0.3% 
1.1.1- TRICHLOROETHANE 

0.5% 
OCTACHLOROSTYRENE 

0.02% 
PENTACHL0R0BEN2ENE 

0.01% 
TETRACHLOROBENZENES 

0.02% 
TRICHLOROBENZENES 

0.02% 
MINOR COMPONENTS 




Figure 3.4 Chemical composition of perchloroethyXene puddle, December 1985. 
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The following compounds have been Identified by full-scan GC/MS 
but because standards are not available for many of them, concen- 
trations were estimated from similar compounds present in the 
sample. The quantitations of many of these minor components for 
which standards are not available should be regarded as semiquan- 
titative and their identities tentative at this time. The 
tentative identities and estimated concentrations of the minor 
components include: 



tetra- and pentachloroethane 0.02% 

three pentachlorobutadiene isomers O.OAZ 

tetra- and pentachlorobutane 0.02% 
seven hexa-, hepta- and octachlorobutenes 0.08% 

nona- and decachlorohexadlene 0.01% 

heptachlorostyrene 0.005% 

octachloronaphchalene 0.004% 



Many other chlorinated compounds were present at levels less 
than 0.01%. For example, the following chlorophenols were 
detected: 



2,4-dichlorophenol 3 yg/g 

2,4,6-trichlorophenol 0.9 ug/g 

2,4,5-trichlorophenol 0.2 yg/g 

2,3,4,6-tetrachlorophenol 0.2 ug/g 

pentachlorophenol 3,3 jjg/g 



Samples were also analyzed for chlorinated dibenzo-p-dioxlns 
and dibenzofurans. There was no 2,3,7 ,8-tetrachlorodlbenzo-p- 
dioxin (2,3,7,8-TCDD) detected in any of the samples at a 
detection limit of 0.4 ng/g. The average concentration of total 
chlorinated dibenzo-p-dioxins amounted to 35 ng/g with tetra- and 
octachloro Isomers amounting to 40% and 45%, respectively. Total 
dibenzofuran levels averaged 101 ng/g with tetra- and octa- 
chlorlnated dibenzofurans the major congeners. Tetrachloro 
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dlbenzofurans amounted to 40% to 50% of the total dlbenzof urans , 
while octachloro dlbenzofurans ranged from 30% to 502 of the 
total. The 2,3,7,8-tetrachlorodibenrofuran isomer was not 
detected at a detection limit of 0.4 ng/g. 

The 2,4-D butyl ester was found in one of the six samples at 
a level of 14 ppm. Since it was not detected in the other 
samples, this concentration cannot be considered representative. 
Other pesticides and herbicides such as DDT, DDE, lindane, endo- 
sulfan and 2,4-D were not detected in the puddles at a detection 
limit of 0.1 ppm. 



Perchloroethylene Characteristics 

Perchloroethylene is a colourless, nonflammable liquid used 
primarily as a solvent in the dry cleaning industry. It is used 
to a lesser extent as a degreasing solvent In the metal finishing 
industries (Windholz, 1976). In Canada, approximately 80Z of the 
perchloroethylene is used in these two Industries. 

Perchloroethylene has a molecular formula of C2C1^ and a 
molecular weight of 165,85. Other physical properties of per- 
chloroethylene include a melting point of -23.25*C, a density of 
1.623 g/mL, a water solubility of 150 to 200 mg/L and log 
octanol/water partition coefficient of 2.53. The log P value 
indicates that perchloroethyelene has a moderate affinity for 
lipid material and may bioaccumulate (Neely et al., 1974; Neely 
1979; U.S. EPA, 1979). Perchloroethylene is ubiquitous in the 
environment and has been found in ambient air, water, rain, food, 
huma n tissue, and various biological samples (Ofstad, 1981), 
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On a log scale, Figure 3.5 illustrates numerous environ- 
mental and biological responses that have been measured for 
perchloroethylene . 



Aquatic Toxicology 

The toxicity of perchloroethylene has been measured using a 

variety of freshwater organisms. These animals include minnows, 
daphnia, sport fish, and aquatic worms. The following data are 
representative values. 

Acate Tests 

Organism Exposure ' Result 

Daphnia 48-hr EC-50 17.7 rag/L (11) 

Midge 48-hr LC-50 30,8 mg/L 

Fathead minnow 96-hr LC-50 18.4 mg/L 

Bluegill sunflsh 96-hr LC-50 12.9 rag/L 

Rainbow trout 96-hr LC-50 4.8 mg/L (8) 



These values Indicate that perchloroethylene is moderately 
toxic to a variety of aquatic organisms. Alexander (1978) 
observed that fish surviving these tests showed loss of equHlb- 
riura, melanization, narcosis and swollen, hemorrhaging gills. 
The first three symptoms are indicative of perchloroethylene 
acting on the central nervous system of the fish. Mammalian 
tests frequently note this narcotic effect (Sittig, 1985). 
Except for those fish most severely affected, Alexander noted 
that the surviving fish when transferred to clean water recovered 
with no apparent permanent damage. 



1000 mg/t a 



100 mg/l I 



10 mg/l I 



1 mgn 



100 ug/l I 



10 ug/l 



1 ug/i I 



100 ng/l 



10 ng/1 



1 r>g/l 



Solubility of perc; 250 mgA (US-EPA, 1980) 



Itireshold odour concentration of perc in water 50 reg/L 

%-hr LC-50 range fca: most aquatic species 10 to 20 na/L 
(Alexander et.aX. 1978, US-EPA, 1980)) 



0.1 to 1 wqAj concentration range causing damage to structure of 
aquatic cannunities 5 week exposure (Lay et. al. 1984). 



8 ugA EPA criteria for safe eating of fish (US-EPA, 1980) 

7 ug/L maxiimin concentration of perc measured in anbient 
St. Clair R. water 

4 ugA. raaximun concentration of perc measured in treated St. 
Clair R. drinking water 

800 ng/L EPA criteria for safe eating of fish and drinking the 
water. Life time risk of cancer 1:100,000 (US-EPA, 1980) 



ND to 10 ngA measured in Lake Ontario water off the Niagara 
River (Comba i, Kaiser 1984; Kaiser et. al. 1983). 



Figure 3.5 Log scale Illustrating various effects of perchloroe thy lane In vater. 
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Bloconcent rat 1 on 

The bioconcentration factor (BCF) for perchloroethylene has 
been measured using two fish species. For rainbow trout the BCF 
is 39 and for bluegill sunfish, 49. Equilibrium concentrations 
are reached In the fish in 21 days. When the chemical treatment 
is stopped, depuration is very rapid with half of the chemical 
being lost in less than one day (U.S. EPA, 1979). Presently, 
there Is no evidence indicating that perchloroethylene moves up 
the aquatic food chain and biomagnlf ies. 



Fate, Persistence and Movement 

The major route for loss of perchloroethylene from the 
aquatic environment is volatilization. Laboratory studies and 
mathematical estimates indicate that perchloroethylene has a 
half-life in water of approximately 30 min (U.S. EPA, 1980), but 
there are no corresponding data for perchloroethylene in ambient 
waters. Once perchloroethylene has volatilized from the water 
into the air, it is subject to photo-oxidation which ultimately 
breaks it down. There is some evidence for microbiological 
decomposition, but this is probably not a major factor con- 
trolling the fate of perchloroethylene in the aquatic environment 
(Vogel, 1985). Perchloroethylene has a fairly low affinity for 
suspended and bottom sediments. 



Physical Behaviour la Flowing Water 

Very little is known about the physical behaviour of 
perchloroethylene in flowing water. Its movement and transport, 
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especially in the presence of bed sediments, has not been 
studied. 

The first underwater filming of the river bottom was carried 
out on November 5, 1985, using the National Water Research 
Institute's DEEP SEA MiniROVER, a lightweight, remotely 
controlled, underwater video camera. On November 6, moving black 
puddles of liquid were observed on the river bottom at the site 
of the reported spill of perchloroethylene by Dow (inside the 
50 m X 50 m area to be cleaned by Dow). The puddles varied in 
size from 2.54 cm to 30.5 cm. Their thickness was estimated to 
be 0,6 cm. Further film footage was obtained illustrating the 
unusual behaviour of these puddles (Fig. 3.6). 

There is also little information on its dissolution rate 
while it is on a river bottom. Therefore, some exploratory tests 
were conducted in a laboratory flume to gain Insight into the 
behaviour of such material in the river and to help interpret 
some of the behaviour observed with the underwater video camera. 

The tests were conducted in a flume 1 m long and 20 cm 
wide. The flume walls were made of glass. Water was fed from a 
head tank into the flume and the downstream level was controlled 
with a tailgate. The water depth was maintained at approximately 
10 cm for all the tests. 

Two different sizes of sand with mean diameter of 1.2 mm and 
0.5 mm, respectively, were used as bed material in the flume. 
However, essentially the same behaviour was observed regardless 
of which size was used. 




Deep Sea MmiRover, a tethered robot mini- 
submarine used by the National Water Research 
Institute to observe river bed with a television 
camera. 




Depth gauge ana compass dials on the mini- 
sub are seen m foreground, with a black 
perchloroethylene puddle on the sedimerrt 
surface. 





White Circle marks spot on river bottom where 
chemical material appeared to emerge from 
the sediment tojom larger mass seen above 
the circle. 



Image recorded just four seconds later shows 
larger quantity of chemical material that has 
emerged or been uncovered. 



Figure 3.6 Underwatef V\6eo Images 
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At the start of test, water was introduced into the flume 
and the discharge was slowly Increased. A quantity of tetra- 
chloroethylene, dyed red to make It more visible, was introduced 
onto the top of the sand bed by means of a hypodermic needle. It 
was observed that small quantities of perchloroethylene released 
into the flow would form small globules of up to about 3 ram in 
diameter. Larger quantities would form elongated puddles on the 
sand, similar to puddles of mercury on glass. 

As discharge was increased to an average flow velocity of 
about 20 cm/s, the solvent globules and puddles moved downstream 
on top of the sand bed until they carae to troughs or depressions 
in the sand, where they would collect and coalesce. 

As the discharge was further increased', bed sediment started 
to move and sand waves began to form. Any perchloroethylene that 
was released onto the bed was swept over the crest of the sand 
waves and collected in the troughs. There the puddles oscillated 
and occasionally small globules would detach and be carried 
farther downstream. However, at no time did any of this material 
move into the sand. A most interesting phenomenon occurred when 
the sand waves moved downstream over the puddles. As illustrated 
in Figure 3.7, the advancing sand wave would gradually bury the 
puddle that was sitting in the trough. As most of the puddle 
became buried the portions of the downstream front sometimes 
broke off and were carried downstream. Eventually the puddle 
became completely buried and no evidence of it could be seen from 
the surface. Later the globule would reappear on the upstream 
face of the sand wave as it passed. It appeared at this point as 
if the globules were rising out of the sand when in fact the 
perchloroethylene had remained practically stationary while the 
sand wave moved by. As the solvent reappeared, globules would 
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PERC collecting in puddles on lee of sandwaves 
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Puddle buried by advancing sandwave 
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Front end occasionally broken off and carried 
downstream 




PERC globule reappears as sand wave passes by. 
Globules break off, sometimes carried 
downstream, sometimes roil down sloping face. 
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Figure 3.7 Movement of sand waves through perchloroethylene. 
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detach. These would be carried downstream over the crest of the 
sand wave or would roll down the sloping face, in the upstream 
direction, and stop In the trough. 

These observations were made with pure perchloroethylene. 
Subsequent observations using the tarry material retrieved from 
the St. Clair River revealed the same behaviour. 



Percolatloa through Sand Layer 

A test was carried out in the flume to obtain a rough 
measure of the pressure head required for perchloroethylene to be 
forced upward through a sand layer. The bottom of the flume was 
fitted with a trough, 5 cm x 5 cm x 15 cm long, which was filled 
with sand. The top of the sand was flush with the flume bottom. 
Solvent was fed to the bottom of the sand layer via tubing 
connected to the bottom of the trough, as shown in Figure 3.8. 
When a certain height of the column was reached, the pressure was 
sufficient to force the perchloroethylene upward through the 
pores in the sand layer and causing it to emerge into the flume. 
The observations indicated that an excess pressure equivalent to 
about 10 cm of water was sufficient to force the perchloro- 
ethylene to move upward through the sand layer. It was also 
observed that it moved through the sand without disturbing or 
displacing it. 



Dispersion from Point Sources 

Material that is released in a river will disperse as it is 
transported downstream. To learn how chemicals that are released 




Perchloroethylene 



Figure 3.8 Experimental setup for feeding perchloroethylene to sand layer. 
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from outfalls or that leach Into the river will spread, some 
calculations were made for the stretch of the St. Clair down- 
stream from the CN tunnel, assuming the existence of point 
sources at several locations. These calculations were based on 
the stream tube model, as described in the mixing model RIVMXX. 
The flow parameters used were as follows: 

Discharge = 6510 m^/s 

Depth = 10.2 m 

Velocity - 1.04 m/s 

Slope =. 0.000 025 

Dispersion Coefficient = 0.255 m^/s 

The approximate boundaries of three different plumes are 
shown in Figure 3.9. In general. It can be seen that the 
spreading rates of the plumes in the St. Clair are fairly slow. 

Material that is released from the bank Just downstream from 
the CN tunnel will occupy a plume of only about 150 m wide at a 
point some 2.5 km downstream. Material introduced at the centre 
of the river will not reach the bank for a very long distance 
downstream. 

An MOE dispersion study in the St. Clair River (Hamdy and 
Klnkead, 1979) revealed that a dilution ratio of 20:1 was 
attained at a longitudinal distance of about 700 m and a lateral 
distance of 5 m from the source. A 100:1 dilution ratio was 
achieved at a longitudinal distance of l.S km and a lateral 
distance of 15 m. It is, therefore, evident that shore-based 
discharges result in a plumes confined to the Ontario shoreline 
with no transboundary pollution. In the river delta, mainly in 
the South Channel, transboundary pollution from the Ontario side 
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Figure 3.9 Plume boundaries and relative concentrations fron several assumed point sources. 
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of the channel to the Michigan side does take place due to the 
meandering nature of the South Channel. 



Sediment Transport Capacity and Sand Wave Characteristics 

Estimates for sediment transport capacity were made for the 
area closer to the shore rather than for the river as a whole 
because of the smaller flow depth and probably smaller sediment 
size in the lOO-m wide section adjacent to the shore. 

The flow rate varies from 6510 m^/s to 5320 m^s. The flow 
depths were assumed to be 7.0 m to 6,0 m, respectively, for these 
two discharges. The median sand size was assumed to vary from 
1.0 ram to 0.5 ram. 

The sediment transport rate, calculated from the Ackers- 
White transport equation, varied from 1.5 to 2.7 tonnes per day 
per metre of river width. The length of the sand waves was 
calculated to be of the order of 40 m and the amplitude of the 
sand waves would vary between 0.75 m and 2.2 m. 

It should be noted that these calculations were made based 
on equilibrium conditions of sediment supply and transport, i.e., 
there is enough sediment supply from Lake Huron to satisfy the 
sediment-carrying capacity of the river. If Che supply is less 
than the carrying capacity, then it is likely that sand waves of 
smaller amplitude will be formed. 

Based on the sediment transport rates mentioned above and 
the sand wave geometry, estimates of the velocities at which the 
sand waves progress downstream can be made. These calculations 
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show thaC the sand waves move at very low speeds , advancing only 
4 to 5 m a day. Therefore It would take a sand wave about ten 
days to move past a given point. 



Tests of DissolutloD Rate 

These tests were conducted in the flume by filling a tray 
with perchloroethylene and then running a flow of water over it 
for a period of time. The tray covered the full width of the 
flume and was 21 cm long and the top of the tray was flush with a 
bed of gravel which covered the flume. The level of the solvent 
in the tray was monitored using a point gauge and samples of the 
water discharging at the end of the flume were taken for analysis 
of perchloroethylene concentrations. 

The tests were conducted using two different mean flow 
velocities at each of three water temperatures. Care was taken 
so that the maximum velocity used was below that at which 
perchloroethylene would be removed from the tray by the action of 
waves at the Interface, 

The test data show that, within the range of velocities and 
temperatures tested (0.1 to 0.2 m/s; 10°C to ZCC) , the effect of 
these two parameters is only nominal. The average rate at which 
the perchloroethylene dissolved was about 40 g/h/m^ of surface 
area. Thus it appears that the amount of perchloroethylene which 
would have been dissolved from the puddles found in the St. Clair 
would not be very large. 
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WATER SURVEY 
Introduction 



This section Includes data from both federal and provincial 
agencies. Moreover, it provides results on water samples taken 
In both 1984 and 1985 at a variety of stations, from the upper 
St. Clair River to its mouth and into Lake St, Clalr. It must be 
recognized that not only the sampling dates but also the sampling 
locations and depths vary considerably between the data sets. 
Furthermore, the analytical methodologies and, therefore, the 
number, types and detection limits for the contaminants differ 
substantially between the laboratories. Consequently, any Inter- 
pretation of the results must take into consideration all of 
these variables. 



Water Survey (DOE) 

The water samples described In this section were collected 
in three phases: 

(1) During the spring of 1985, large-volume (200 L) water 
samples were collected from nearshore areas along the 
St. Clair River. The particulates from the centrlfuged 
samples were analyzed separately. 

(2) During the summer of 1985, large-volume (40 L) water 
samples were collected on several occasions (August 7, 
August 27, September 24, October 16) from near Point 
Edward at the head of the river, near Port Lambton and 
near Windsor/Detroit at the head of the Detroit River. 



4S 



The samples were collected at mid water column depth on 
transects across the river, with the samples from each 
transect being combined into one composite or mean 
sample for each transect. Whole water (suspended plus 
dissolved) samples and centrifuged suspended particu- 
late samples were analyzed from each location. 

(3) During the latter part of November 1985, 60 water 
samples were collected from 20 transect lines on an 
8-kra reach of the river south of Sarnia. Three samples 
were collected along each transect 10, 25 and 100 m 
from shore (denoted by A, B and C, respectively). 
Bottom water samples were collected by either a ver- 
tical or horizontal Van Dom sampler and transferred 
immediately to 250-mL bottles which were filled to 
exclude all air. Geographic locations of the sampling 
sites for the fall investigation are shown In 
Figure 3.10. 



Analysis 

The large-volume water samples were extracted using liquid- 
liquid extraction with dichloromethane or hexane. The extracts 
were then fractionated and analyzed using the same procedure as 
for the sediments. 

For the analysis of the bottom water samples, a Hewlett- 
Packard 5880 gas chromatograph with a 30 m OV-1 capillary column 
was used. The temperature regime was a 2-min hold at -20°C, 
followed by a programming rate of 4°C/mln to 70°C. The instru- 
ment was run in spllt/splitless mode (1:15) with the initial 




Figure 3.10 Sampling transects on St. Clair River at Sarnia, 1985, 
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0.2 mln in splitless mode. Other instrument conditions were 
Injector temperature, 80°C; electron capture detector temperature 
280''C; carrier gas hydrogen, at 0.3 mL*min"^. The presence of 
the following compounds was confirmed: perchloroethylene; carbon 
tetrachloride; chloroform; methylene chloride; 1 , 1 , 1-trichloro- 
ethane; trichloroethylene; 1 ,2-dichloroethylene; 1 ,1-dichloro- 
ethane; 1 ,2-dlchloroethane; 1 ,1 ,2-trichloroethane; tribromo- 
raethane; and 1 ,1 ,2 ,2,-tetrachloroethane. 



Near Shore Water Saaples (1985) 

The concentrations of HCE, HCBD, QCB, HCB, and OCS in near 
shore water samples at the stations in Figure 3.11 are listed in 
Table 3,1. For illustration purposes, the changes in HCBD 
concentrations along the river are shown in Figure 3.12. 
Dramatic increases in HCBD concentrations (as well as the other 
four contaminants) occur after the Township ditch, with peak 
values reached near Dow. Elevated levels persisted for at least 
25 km downstream. Since other sources of these chemicals are 
unlikely, these high downstream concentrations probably Indicate 
that the effluent plume hugs the Canadian shoreline for a 
considerable distance. Low concentrations of these contaminants 
are observed at all stations on the western shore of the river. 

Data for the four large-volume water samples collected from 
Point Edward, Port Lambton and at the head of the Detroit River 
during the summer of 1985 are shown in Figure 3.13 and 
Table 3.2. As was observed for the 1984 sediment data, the 
concentrations of contaminants were very low at the head of the 
St, Clair River. At Port Lambton the concentrations were one to 
two orders of magnitude higher for both the whole water samples 



Table 3.1 



Contanlaant Conceatratlons In Near Shore Whole Water Samples from the St. Clair River, 1985 
(ng/L or ppt) 



Compound 



WC-1 WC-2 WC-3 WC-A WC-5 WC-6 WC-7 WC-8 WC-9 WC-10 WC-11 



Hexachloroethane (HCE) 1.2 

Hexachlorobutadlene (HCBD) 0.4 

Pentachlorobenzene (QCB) ND 

Hexachlorobenzene (HCB) 1.0 

Octachlorostyrene (OCS) 0.09 



2.4 
0.8 
0.3 
0.9 
0.2 



3.1 

0.7 

0.03 

1.0 

0.09 



5.0 

0.9 

0.06 

1.4 

0.03 



2.0 
4.6 
0.11 
2.9 
0.03 



5.3 

7.8 

0.14 

0.2 

0.03 



530 
130 
0.8 
131 
11 



1700 

160 

4.2 

89 

7.6 



110 
76 

0.2 
46 

3.6 



90 
12 

0.5 
15 

1.1 



41 
73 

0.7 
50 

2.6 



Compound 



WC-12 WC-13 WC-14 WC-15 WC-16 



Hexachloroethane (HCE) 
Hexachlorobutadlene (HCBD) 
Pentachlorobenzene (OCB) 
Hexachlorobenzene (HCB) 
Octachlorostyrene (OCS) 



80 


17 


38 


27 


14 


4.7 


3.2 


7.6 


5.2 


3.0 


1.3 


0.5 


0.2 


0.3 


ND 


11 


13 


2.9 


3.7 


2.8 


0.8 


1.0 


0.5 


0.7 


0.3 



WU-1 



WU-2 WU-3 WU-4 WU-5 



1.2 


2.8 


4.8 


20 


ND 


0.2 


0.2 


0.3 


1.3 


0.3 


m 


0.03 


0.04 


0.06 


ND 


0.1 


0.3 


0.2 


0.6 


0.7 


ND 


ND 


ND 


0.02 


ND 



Table 3.2 The Concent rat ions of Hexachloroe thane (HCE), Hexachlorobutadleae (HCBD), Hexachloro- 
beazene (HCB), and Octachlorostyrene (OCS) In Water and ^ispended Sediments Collected 
on August 7, August 27, September 24, and October 16, 1985 frcm the St. Clair and 
Upper Detroit Rivers 











WHOLE WATER CONCENTRATIONS 


(ng/L) 










Point Edwa 
Head of St. Cla 


ird 

ilr River 


Port Lambton 
40 kra Dovmatream of S 


arnia 


Windsor/Detroit 
Head of Detroit River 


Chemical 


Range 


Mean 


Range 




Mean 


Range 




Mean 


HCE 
HCBD 
HCB 
OGS 




(0.005-0.6) 
(0.009-0.3) 
(0.01-0.06) 
(0.005-0.01) 


0.16 
0.09 
0.03 
0.008 


(0.5-6.9) 
(0.7-6.0) 
(0.3-1.6) 
(0.05-0.24) 




3.6 
2.3 
0.8 

0.12 


(0.02-0.2) 
(0.09-0.2) 
(0.2-0.3) 
(0.03-0,05) 




0.12 
0.15 
0.22 
0.04 






SUSPENDED SEDIMENT ( 


CONCENTRATIONS (n; 


g/g) 






HCE 
HCBD 
HCB 
OCS 


(ND*-0.6) 
(ND-l.l) 
(ND-2.9) 
(ND-0.8) 


0.5** 
1.0** 
2.0** 
0.7** 


(0.1-1.2) 
(8-44) 
(60-240) 
(10-39) 




0.5 
20 
130 
23 


(ND-0.2) 
(1.7-3.5) 
(15-29) 
(3.8-7.0) 




0.2** 
2.4 
21 
4.8 


* Not ! 
** Mean 


Detected 
of Detected Values 
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Figure 3.11 Sampling stations, St. Clair River, 1985. 




KILOMETERS FROM HEAD OF ST. CLAIR RIVER 

Figure 3.12 HCBD concentrations In near shore water of St. Clair River (ug/L) [log scale]. 
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Figure 3.13 HCBD, HCB, OCS and HCE concentrations in suspended sediment (ppb) and water 
(ppt), 1985. 
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and Che suspended sediment samples except for the hexachloro- 
ethane in suspended sediment which showed no increase over Point 
Edward. Hexachloroethane is a volatile compound with a very weak 
tendency to adsorb onto sediment material. The contaminant 
concentrations in whole water samples observed at Port Lambton 
were very low «3.6 ng/L or ppt). 

Elevated concentrations of contaminants were observed at the 
head of the Detroit River compared with the head of the St. Clair 
River for HCBD, HCB and OCS, but concentrations were much lower 
than at Port Lambton. These data show that significant chemical 
losses occur in Lake St. Clair, but that there is some chemical 
residual carry over to the Detroit River. 

The results of the November 1985 bottom water survey are 
sunmarlzed in Table 3.3 for the four major volatile halocarbon 
contaminants at the 60 sampling stations. For comparison, the 
data for a water sample from the Township ditch (TSD) are also 
given in Table 3.3. The Township ditch data show elevated values 
of volatile contaminants especially chloroform which is both an 
Industrial solvent and a by-product of the chlorination of raw 
and waste water. 



RECOMMENDATION 



Sources of volatile hydrocarbons in the Township ditch 
should be investigated and action be initiated to reduce these 
coiapoands drastically. 
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Discussion 

Figure 3.14 shows a bar graph of the perchloroethylene 
concentrations in a logarithmic plot by stations. As evident, 
low concentrations of 1 to 10 ng« L""^ are prevalent In the samples 
from both near shore and offshore stations on the western shore 
of the river (stations 1, 5, 7, 11 and 20). Except for two 
samples, the same is observed for the upstream locations on the 
eastern shore (stations 2, 3, A, 6 and 8). Downstream from 
station 8, near shore stations (A and B) show strongly elevated 
concentrations throughout. In fact, the highest value observed, 
24II ng'L" , was found at station 9B, This level is well within 
the U.S. EPA ambient water quality criterion of 9000 ng L*'' for 
the protection of aquatic life (CCREM Task" Force, 1985). It Is 
further apparent that there are «teady to slightly declining 
perchloroethylene levels In the nearshore samples (A and B) 
downstream from station 12. At the same time, the 
perchloroethylene concentrations in the offshore samples (C) 
increase between stations 12 and 19. This observation is 
consistent with plume models derived from experimental 
observations ( vide infra ) which show the slow spreading of a 
contaminant plume from multiple inputs along the river shore. 



RECOMMIT DATION 



Possible sources of the carbon tetrachloride and perchloro- 
ethylene upstream from the at tunnel should be investigated. 



If the perchloroethylene levels of approximately 500 ng* L~^ 
observed at stations 17 and 19 can be considered to represent 
average values, and given a mean velocity of approximately 
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Figure 3.14 Logarlthnic scale bar graph of perchloroethylene concentrations (ng.L"^) In 
the upper St. Clair River, 1985. 
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1 m»s~ (Derecki, 1984), and mean depths of 4, 7 and 10 m at the 
substations A, B, and C, respectively, the total mass of 
perchloroethylene moving downstream can be calculated to be 
approximately 32 kg-day*^. This loading figure is consistent 
with those calculated from various Industrial sewer outfalls. 
For example, the four sewers at the 1st Street area (near 
station 12) have been shown to contribute approximately 
30 kg'day"^ ( vide infra ). Although their combined flow is only a 
fraction of that of all outfalls along the St. Clair River, 
perchloroethylene concentrations as high as 1.1 x 10^ ng-L"^ have 
been observed in these effluents. The loading calculated from 
the present transect data (32 kg'day"^ is also consistent with 
that calculated from Lake St. Clair data, which is 48 kg»day"^, 
based on a mean of 209 ± 125 ng-L~^ perchloroethylene at 
13 stations in the St. Clair River delta and northern parts of 
Lake St. Clair. The perchloroethylene distribution in Lake 
St. Clair, based on surface water samples taken in the summer of 
1984, is shown in Figure 3.15 (Kaiser and Comba, 19R5). 

Figure 3.16 shows a similar bar graph of carbon tetra- 
chloride concentrations. As for perchloroethylene, the carbon 
tetrachloride levels are in the range of 1 to 10 ng'L"^ for most 
stations along the western shore and also the upstream stations 
on the eastern shore (stations 2, 3, 6, 8 and 9). However, a 
carbon tetrachloride concentration of over 2000 ng*L~^ was found 
at station 4B, just upstream from the railway tunnel. Strongly 
elevated levels were also observed at all sites downstream from 
station lOA. Again as for perchloroethylene, the input of carbon 
tetrachloride appears primarily to be in the near shore zone 
(stations A and B), as evident from the pronounced concentration 
gradients between the near shore and offshore (station C) zones 
sampling sites 10 to 14. This gradient diminishes in a 
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Figure 3.15 Distribution of perchloroethylene in Lake St. Clair and lover 
St. Clair River surface water samples in suminer of 1984. 
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Figure 3.16 LogarlthBlc scale bar graph of carbon tetrachloride concentrations (ng.L"^) 
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downstream direction and the concentrations at the offshore 
stations 17C, 18C and 19C are close to those of the respective 
near shore values. 

According to the U.S. EPA Ambient Water Quality Criteria for 
carbon tetrachloride of 7000 ng L~^ (CCREM Task Force, 1985), 
levels in the ambient water are well within the range for the 
preservation of aquatic life. 

Taking the observed mean carbon tetrachloride concentration 
at station 19 as 326 ± 203 ng'L"^, a continuous loading of 
approximately 21 kg'day"^ is calculated. This compares with the 
approximately 75 kg»day~^ calculated from concentrations in the 
St. Clair River delta and Lake St. Clair, as shown in Figure 3.17 
(Kaiser and Conba, 1985). 

4 

Figure 3.18 shows a bar graph of 1 , 1 , l-trichloroethane 
(Ill-TCA) in the same bottom water samples. Except for one very 
high value at the nearshore station 2A, its concentrations 
generally range between 10 and 500 ng.L"^. However, as for 
perchloroethylene and carbon tetrachloride, a sharp increase of 
Ill-TCA levels is observed for the near shore station 12A and 
downstream from there. Again, slow horizontal mixing of the 
plume is evident between stations 12 and 19, resulting in 
increased concentrations at the offshore stations when going 
downstream. Assuming a mean of approximately 100 ng'L"^, a 
loading of 3 kg«day"^ 1 , 1 , l-trichloroethane is estimated. 

Figure 3.19 shows a logarithmic scale bar graph for chloro- 
form concentrations at the 60 sampling sites. In general, levels 
of 10 to 20 ng.L"^ are observed on both sides of the river. As 
for the other volatile contaminants, increased levels are found 
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Figure 3.17 Distribution of carbon tetrachloride in Lake St. Clair and lower 
St. Clair River surface water samples in summer of 1984. 
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downstream from station 10, with the highest level of 273 ng« L"'' 
found at station 18A which is well below the U.S. EPA ambient 
water quality criterion of 15 700 ng«L~^ for the protection of 
aquatic life. In contrast to perchloroethylene, carbon tetra- 
chloride, and 1, 1 ,1-trichloroethane, chloroform is primarily a 
by-product of raw and waste water chlorination and its industrial 
use as solvent or process material is smaller. The observed 
concentrations are to be expected from the large volume of 
cooling water discharged along the St. Clair River. In addition, 
intermittent chloroform discharges between stations 10 and 19 are 
apparent from the strong fluctuations of the chloroform levels in 
that reach of the river. Similarly, fluctuating levels of 
chloroform were observed in water samples from Lake St. Clair in 
the summer of 1984, indicating intermittent discharges of higher 
concentrations on lower level background concentrations in the 
upper St. Clair River. 



Water Survey (MOE) 

The Ontario Ministry of the Environment (MOE) initiated 
monitoring activies in the St. Clair River in the late 1960's. 
At this time emphasis was focused on total phenols, a parameter 
associated with the refineries and petrochemical industry. 
Violations of the 1978 Great Lakes Water Quality Agreement 
Objectives for phenol (1 pg/L) were prevalent during the period 
1969 to 1978 (Fig. 3.20). The introduction of biological oxida- 
tion treatment facilities at most of the industrial plants 
(1979-1982) resulted in significant reduction of phenol levels in 
the St. Clair River. Currently, phenol levels are well within 
the Agreement Objectives. 
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Extensive survey work by MOE to determine the environmental 
Impact of organic contaminants has been ongoing since 1977 
(Bonner and Meresz, 1981). A preliminary Investigation In 1982, 
as part of a biological monitoring of organochlorlne contaminants 
In the St. Clair River (Kaus and Hamdy, 1985), revealed that 
organic compounds such as hexachlorobenzene, octachlorostyrene, 
pentachlorobenzene and hexachlorobutadiene were restricted to the 
Ontario shoreline of the river. 

During a follow-up survey (May-October, 1984), 17 stations 
were monitored along the Ontario shoreline of the St. Clair 
River, and 4 stations along the Michigan side of the river for 
chlorinated organics (Fig. 3.21). This water monitoring program 
was part of a blomonitorlng investigation using caged clams. Ten 
chlorlnajted organic contaminants were detected along the Ontario 
shoreline of the river. Concentrations along the Michigan 
shoreline were all below the detection limit. 

Chlorinated organics such as hexachlorobenzene, octachloro- 
styrene, hexachlorobutadiene, hexachloroethane, pentachloro- 
benzene, 2,4,5-trlchlorotoluene, trichlorobenzene and tetra- 
chlorobenzene were found at elevated levels in a 1.8-km section 
of the riverfront from the Township ditch to the Dow/Suncor 
property line (Figure 3.22a, 3.22b). Additional, although 
generally smaller, inputs of these materials also occur in the 
1-km section from the mouth of the Talford Creek to the bottom 
end of Petrosar. 

At 100 m downstream from the 1st Street sewer complex, the 
following average and maximum levels were observed (based on 7 
samples) (Table 3.4). Total PCBs were not observed at a 



Table 3.4. Chlorinated Organlcs, 1984 MOE Survey 



Compound 



Hexachloroe thane 

Hexachlorobutadlene 

Hexachlorobenzene 

Octachlorostyrene 

Pentachlorobenzene 

1 ,2 ,4-Trlchlorobenzene 

1 ,2,3,5-Tetrachlorobenzene 

1 ,2 ,4,5-Tetrachlorobenzene 



Average 
(ng/L) 



zm 

400 

400 

27 

5 

500 

11 

4 



Maximum 
(ng/L) 



825 

1300 

2400 

140 

150 

1700 

74 

20 



Detection 
Limit 
(ng/L) 



i 
1 
1 
1 
1 
5 
1 
1 
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detection limit of 20 ng/L, although detected in caged clams at 
levels ranging from 20 ng/g to 180 ng/g. 

The range of concentrations observed in the water column in 
the vicinity of Dow's 1st Street sewer complex suggests Inputs 
which are highly variable in magnitude. 

Using the maximum values observed, the magnitude of exceed- 
ances for existing or proposed objectives or criteria for the 
protection of aquatic life (McCarty et al. , 1984) are: 

370-fold for hexachlorobenzene 

13-fold for hexachlorobutadlene 

5-fold for pentachlorobenzene 

3-fold for l,2,4-trlchloroben2ene 4 

At a distance of 600 m downstream from Dow's 1st Street 
sewer complex, calculations based on one of the seven sampling 
events indicated that the level of hexachlorobenzene would exceed 
the proposed criterion for this compound by approximately 
100 times. This indicates the importance of obtaining reductions 
of hexachlorobenzene at source, especially considering the 
toxicity and persistence of this compound and the fact that It is 
categorized as a potential carcinogen. 



RECOMMESDATIOH 



Immediate action should be initiated to reduce hexachloro- 
benzene (HCB) and hexachlorobutadlene (HCBD) levels in the 
1st Street sewer outf^ls* 
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In response to the August 1985 perchloroethylene spill by 
Dow Chemical, a one-week Intensive survey was undertaken by MOE 
beginning September 23. One component of this survey investi- 
gated volatile organic compounds (Table 3.5) measured in surface 
and bottom ambient waters from the southern end of Imperial Oil 
(just above the Township ditch) to the southern end of Suncor 
(Fig. 3.23). 

Using a GC purge and trap technique, detection limits of 
1 ug/L (1 ppb) were established. A detection limit in the ppt 
range, as employed by DOE during their November survey, was not 
warranted, since ambient concentrations «-emained high due to the 
spill. Results are presented In Table 3.6. Perchloroethylene 
and carbon tetrachloride distribution patterns are illustrated in 
Figures 3.24 and 3.25, respectively. 

Volatile compounds were absent (detection limit 1 ug/L) at 
the upstrean location situated just above the Township ditch. A 
number of compounds including perchloroethylene, carbon tetra- 
chloride, trl-and tetrachloroethane isomers and trlchloroethylene 
were detected in bottom water, both adjacent to and 6 m upstream 
from the Ist Street sewers. This latter station may have 
received contaminants through the action of back eddies which 
commonly occur In near shore areas of the river. 

Along a transect opposite Dow's 1st Street sewers, the 
surface levels of perchloroethylene decreased with distance off- 
shore (159 ug/L at 10 m offshore, 59 ug/L at 20 m offshore, and 
1 ug/L at 40 m offshore), whereas the bottom levels increased and 
reached 83 yg/L at 40 m offshore. These levels persisted in the 
bottom waters at 30 m offshore at a point 20 m downstream from 
the 1st Street sewer complex. All are above the U.S. EPA water 
quality criterion of 9 iJg«L~^ for the protection of aquatic life. 



Table 3.5 Conpounds Tested In Surface and Bottom Waters, 1985 

MOE Survey 



1 , l-Dichloroethylene 

Dlchlorome thane 

Trans- 1 ,2-Dichloroethylene 

Dichloroethane 

Chloroform 

1,1, l-Trlchloroethane 

1 ,2-Dichloroe thane 

Carbon tetrachloride 

Benzene 

1 ,2-Dlchloropropane 

Trlchloroethylene 

Dichlorobromome thane 

Toluene 

I , 1 ,2-Trlchloroethane 



Chlorodlbromoe thane 

Perchloroethylene 

Chlorobenzene 

Trifluorochlorotoluene 

Total Trihalomethane 

Ethylbenzene 

P-xylene 

M-xylene 

Bromofonn 

0-xylene 

1,1,2, 2-tetrachloroethane 

1 ,4-Dichlorobenzene 

1 ,3-Dlchlorobenzene 

1 ,2-Dlchlorobenzene 



Table 3.6 Volatile Hydrocarbons (ug/L) In the St. Clair River 



Dpstreani fro™ Dow's Ist Street Sewer Complex 


Surface 


Bottom 


Perchloroethyiene 2 


22 


1,1 ,1-Trichloroethane <1 


4 


Carbon tetrachloride ( l 


5 


Trichloroethylene <1 


2 


1,1,2-Trichloroethane <1 


5 


1 ,1 ,2,2-Tetrachloroethane d 


1 


Plume adjacent to 1st Street Sewer Outfalls 


Dichloroethane " 13, 




Chloroform g7 




1,1,1-Trichloroethane 21 




Carbon tetrachloride §65 




Benzene jj 




Trichloroethylene 42 




1 ,l»2-Trichloroethane 21 




Perchloroethyiene U20 




Total Trihalomethane 87 




1,1,2,2-Tecrachloroethane 4 





- upstream from Township ditch. 

- No purgeable compounds were detected (detection limit 1 ppb), 



Table 3.6 Continued 



Transect Opposite 1st Street Sewer Coaplex 



Distance from Shore 



10 m 20 m 40 m 



Surface Bottom Surface Bottom Surface Bottom 



1 , 1-Dichloroethylene 


4 


<1 


<1 


< 1 




< 1 


Dlchlorethane 


5 


<1 


<1 


< 1 




< 1 


Chloroform 


4 


<1 


<l 


<1 




c 1 


1,1, 1-Trlchloroethane 


<1 


t 


5 


<1 




< 1 


Carbon tetrachloride 


8 ■ 


3 


6 


2 






Benzene 


<1 


<l 


<1 


<1 




4.1 


Trichloroethylene 


9 


<l 


3 


<1 




Cl 


1 , 1 ,2-Trlchloroe thane 


13 


<1 


5 


<1 




i. 1 


Perchloroethylene 


159 


33 


59 


14 




83 


Trlhalomethanes 


4 


<1 


< 1 


<I 




< 1 


1 , 1 ,2 ,2-Tetrachioroethane 


4 


<1 


2 


<1 


<. I 


<.l 



Transect 20 d Downstreaa from lat Street Sewer Compl 



ex 



Distance from Shore 



30 m 



Bottom 



Chloroform 

2 

1,1,1-Trlchloroethane « 

Carbon tetrachloride ^g 

Benzene ^ 

2 

Perchloroethylene >g 

Trlhalomethanes 



Table 3.6 Contlaued 



300 H Downstream froa Dow Ist Street Sewer 
(Above 2nd Street Sewer) 


Complex 










Distance from Shore 








10 


m 


20 


m 




40 


m 




Surface 


Bottom Surface 


Botton 


1 Surface 


Bottom 


1,1, 2-Trlchloroechane 


4 


<l 


4 


<1 


<I 




<l 


Perchloroethylene 


75 


26 


35.5 


11 


<1 




18 


1 , 1-Dlchloroethylene 


2 


<1 


1.5 


<1 


o 




<1 


Dlchlorethane 


11 


<1 


10.5 


<1 


<1 




<;! 


1,1, 1-Trichloroethane 


13.5 


<l 


13.5 


<1 


<1 




<i. 


1,2-Dlchloroethane 


14.5 


<1 


16 


4l 


<1 




<i 


Carbon tetrachloride 


5.5 


<1 


f 


f 


2 




8 


Trichloroethylene 


2.5 


<1 


3 


<1 


<1 




^1 


Benzene 


< 1 


14 


<i 


23 


<I 

4 




10 


Southern End of Suncor 1800 m Downstream 
Dow Ist Street Sewer Conplex 


from 












Distance from Sho 


re 








10 


m 


20 


m 




40 


m 




Surface 


Bottom Surface 


Bottom 


Surface 


Bottom 


Carbon tetrachloride 


5 


6 


5 


1 


"S 




4 


Perchloroethylene 


8 


12 


8 


10 


9 




6 
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Figure 3.24 Pcrchloroethylene in vat«r, Scpteaber 19S3. 
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Figure 3-25 Carbon tetrachloride in water, 1985, 
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The declining trend of surface levels wlch distance off- 
shore, coupled with Increased bottom concentrations, was also 
observed at a transect 300 m downstream from Dow's Ist Street 
sewers. At 40 m offshore on this transect a bottom concentration 
of 18 Ug/L was observed, whereas 1 ug/L was noted at the 
surface. However, at the southern boundary of Suncor levels 
approached the ambient criterion. 

Carbon tetrachloride exhibited a pattern similar to that of 
tetrachloroethylene. At the southern end of Suncor uniform 
distribution of both contaminants in the water column was 
observed. Levels of carbon tetrachloride exceeded the U.S. EPA 
ambient water quality criterion only in the vicinity of Dow 1st 
Street sewers. 

The pattern of concentration distributions for perchloro- 
ethylene and carbon tetrachloride observed during the September 
survey suggests effects of continuous discharges from point 
sources as well as from the puddles on the river bottom. 
Discharges from shore-based point sources resulted In higher 
concentrations in surface waters in the near shore areas relative 
to offshore locations whereas the puddles on the river bottom may 
have contributed to elevated levels in the offshore bottom 
water. Although carbon tetrachloride constituted a minor 
component in the puddles collected in September, its high 
solubility (800 mg/L at 20'C) may have resulted In the observed 
concentrations in the offshore bottom waters. 

Volatile compounds such as 1, 1-dlchloroethylene , dlchloro- 
ethane, I ,2-dichloroethane, 1 , 1 ,I-trichloroethane were detected 
mainly in the surface waters indicating that discharges from 
point sources (1st Street sewer) are the major contributors of 
these compounds. 



S6 



Chenal Ecarte Depressions 

To address the concern that deep depressions in the Chenal 
Ecarte region might be contributing contaminated ground water to 
the St. Clair River, bottonj water samples were collected from two 
depressions by both agencies (Fig. 3.21). Surface water samples 
were also collected from sites just upstream for reference 
purposes. 

Samples were analyzed for volatile compounds as well as 
carbonate analysis. There were no differences In organic 
components between samples from the depression area and those 
from the nearby upstream surface water. Results of carbonate 
analysis infer that no ground-water seepage is occurring at 
either location.^ This information suggests but does not prove 
that these two holes are not major sources of ground water. 



DRINKING HATER SUPPLIES 

The Ministry of the Environment has carried out three 
St. Clair River Area drinking water testing programs (MOE, 1985), 



Perchloroethylene Program 

This was initiated as a direct result of the August 1985 Dow 
Chemical spill. Eight St. Clair River area water treatment 
plants were monitored on a dally basis from the end of August 
until the end of September. The MOE laboratory's detection limit 
for perchlorethylene Is 1 ppb. During this monitoring, the 
highest level of perchlorethylene detected In treated drinking 
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water was four (4) parts per billion (ppb). The World Health 
Organizations' 8 tentative guideline for perchloroethylene in 
treated drinking water is 10 ppb. 

Monitoring indicated that perchloroethylene levels steadily 
decreased in the river since the spill (Table 3.7). Twice daily 
monitoring for perchloroethylene was instituted at Walpole Island 
and Wallaceburg on November 14, 1985, when the clean-up of 
material from the riverbed was initiated. Marysville (Michigan) 
is being sampled once per day. To date, no levels have exceeded 
orfe part per billion (ppb) In any sample. 



Dloxin Prog ran 

MOE has tested for dloxlns at four St. Clair area water 
treatment plants, including Sarnia (Lambton), Wallaceburg, 
Windsor and Amherstburg, since June of 1985. This program was 
expanded to include seven area water treatment plants (Sarnia, 
Walpole Island, Wallaceburg, Amherstburg, Windsor, Mitchell's Bay 
and Stoney Point) from November 6, 1985. Frequency of sampling 
was increased from biweekly to approximately weekly after 
December 16. The average detection limit for various dibenzo-p- 
dioxin or dibenzofuran congeners in drinking water is 10 parts 
per quadrillion (ppq). No dibenzo-p-dioxins or dibenzofurans in 
any form were detected in any treated water samples (Table 3.8). 

Dloxins were found in raw water, only in three out of four 
samples taken from Windsor, and in two samples taken from 
Amherstburg. However, the forms of dioxins detected were 100 to 
10 000 times less toxic than 2,3,7,8-tetrachlorodibenzo-p-dioxin, 
which was not detected in any sample. 



Table 3,7 


Perchloroethylene 


Drlalciiig Water Program 


PERCHLOROETHYLENE , ppb 


Facility 


Dat 


e 


Raw 


Treated 


Remarks 


Stag Island 


Aug. 


30 


ND 


ND 


grab samples 


(approximately 


Aug. 


31 


ND 


ND 


grab samples 


5 km downstream 


Sept. 


1 


ND 


ND 


grab samples 


of Dow Chemical) 


Sept. 


3 


ND 


ND 




Walpole Island 


Aug. 


29 


7 


— 


grab samples 




Aug. 


30 


2 


2 


grab samples 




Aug. 


31 


2 


4 


composite (2 grabs) 




Sept. 


1 


2 


3 


grab samples 




Sept. 


2 


2 


2 






Sept. 


3 


2 


2 






Sept. 


4 


1,4 


1.9 






Sept. 


4 


0.587 


0.891 


Dow' 3 samples 




Sept. 


5 


1.3 


1.4 






Sept. 


6 


2 


2 






Sept. 


7 


1.4 
2 


2 
2 






Sept. 


8 


- 


- 






Sept. 


9 


1.4 


2 






Sept. 


17 


1.0 


l.O 






Nov. 


6 


ND 


ND 


DWSP samples 




Nov. 


14 


ND 


ND 


2/day grab samples 




Nov. 


15 


ND 


ND 


2/day grab samples 




Nov. 


15 


ND 


ND 


DWSP samples 




Nov. 


16 


ND 


ND 


2/day grab samples 




Nov. 


17 


ND 


ND 


2/day grab samples 




Nov. 


18 


ND 


ND 


2/day grab samples 




Nov, 


19 


ND 


ND 


2/day grab samples 




Nov. 


20 


ND 


ND 


2/day grab samples 




Nov. 


21 


ND 


ND 


2/day grab samples 




Nov. 


22 


ND 


ND 


2/day grab samples 




Nov. 


23 


ND 


ND 


2/day grab samples 




Nov. 


24 


ND 


ND 


2/day grab samples 




Nov. 


25 


ND 


ND 


2/day grab samples 




Nov. 


25 


ND 


ND 


DWSP Scimples 




Nov. 


26 


ND 


ND 


2/day grab samples 




Nov. 


27 


ND 


ND 


2/day grab samples 




Nov. 


28 


ND 


ND 


2/day grab samples 




Nov. 


29 


ND 


ND 


2/day grab samples 




Nov. 


30 


ND 


ND 


2/day grab samples 



Table 3.7 Continued 



PERCHLOROETHYLENE , ppb 


Facility 


Date 


Raw 


Treated 


Remarks 


Walpole (cont'd) 


Dec. 


1 


ND 


ND 


2/day grab samples 




Dec. 


2 


ND 


ND 


2/day grab samples 




Dec. 


3 


ND 


ND 


2/day grab samples 




Dec. 


4 


ND 


ND 


2/day grab samples 




Dec. 


5 


ND 


ND 


2/day grab samples 




Dec, 


6 


ND 


ND 


2/day grab samples 




Dec. 


7 


ND 


ND 


2/day grab samples 




Dec. 


8 


ND 


ND 


2/day grab samples 




Dec. 


9 


ND 


ND 


2/day grab samples 




Dec. 


9 


ND 


ND 


DWSP samples 




Dec. 


10 


ND 


ND 


2/day grab samples 


Wallaceburg 


June 


5 


ND 


ND 


DWSP samples 




July 


3 


ND 


ND 


DWSP samples 




Aug. 


29 


7 


— 






Aug. 


39 


2 


3 


grab samples 




Aug. 


31 


3 


4 


composite (3 grabs) 




Sept. 


1 


3 


4 


grab samples 




Sept. 


2 


3 


3 


grab samples 




Sept. 


3 


2 


2 






Sept. 


4 . 


2 


2 






Sept. 


4 


0.904 


0.922 


Dow's samples 




Sept. 


5 


2 


2 






Sept. 


6 


3 


2 






Sept. 


7 


1.2 
2 


2 
2 






Sept. 


8 


2 


3 






Sept. 


9 


1.0 


1.4 






Sept. 


17 


1.0 


1.0 






Oct. 


7 


ND 


ND 


DWSP samples 




Nov. 


5 


ND 


ND 


DWSP samples 




Nov, 


14 


ND 


ND 


2/day grab samples 




Nov. 


15 


ND 


ND 


2/day grab samples 




Nov. 


15 


ND 


ND 


DWSP samples 




Nov. 


16 


ND 


ND 


2/day grab samples 




Nov. 


17 


ND 


ND 


2/day grab samples 




Nov. 


18 


ND 


ND 


2/day grab samples 




Nov. 


19 


ND 


ND 


2/day grab samples 




Nov. 


20 


ND 


ND 


2/day grab samples 




Nov, 


21 


ND 


ND 


2/day grab samples 
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PERCHLOROETHYLENE , ppb 


Facility 


Dat 


e 


Raw 


Treated 


Remarks 


Wallaceburg 


Nov, 


22 


ND 


ND 


2/day grab samples 


(cont'd) 


Nov. 


23 


ND 


ND 


2/day grab samples 




Nov. 


24 


ND 


ND 


2/day grab samples 




Nov, 


25 


ND 


ND 


2/day grab samples 




Nov. 


26 


ND 


+ 


DWSP samples 




Nov. 


26 


ND 


ND 


2/day grab samples 




Nov. 


27 


ND 


ND 


2/day grab samples 




Nov. 


28 


ND 


ND 


2/day grab samples 




Nov. 


29 


ND 


ND 


2/day grab samples 




Nov. 


30 


ND 


ND 


2/day grab samples 




Dec. 


1 


ND 


ND 


2/day grab samples 




Dec. 


2 


ND 


ND 


2/day grab samples 




Dec. 


2 


ND 


ND 


DWSP samples 




Dec. 


3 


ND 


ND 


2/day grab samples 




Dec. 


4 


ND 


ND 


2/day grab samples 




Dec. 


5 


ND 


ND 


2/day grab samples 




Dec. 


6 


ND 


ND 


2/day grab samples 




Dec. 


7 


ND 


ND 


2/day grab samples 




Dec. 


8 


ND 


ND 


2/day grab samples 




Dec. 


9 


AI 


AI 


DWSP samples 




Dec. 


10 


ND 


ND 


2/day grab samples 


Mitchell's Bay 


May 


23 


ND 


ND 


DWSP samples 




June 


18 


ND 


ND 


DWSP samples 




July 


22 


ND 


ND 


DWSP samples 




Aug. 


30 


ND 


ND 


grab samples 




Aug. 


31 


ND 


ND 


grab samples 




Sept. 


3 


ND 


ND 






Sept. 


4 


ND 


ND 






Oct. 


7 


ND 


ND 


DWSP samples 




Nov. 


5 


ND 


ND 


DWSP samples 




Nov, 


15 


ND 


ND 


DWSP samples 




Nov. 


25 


ND 


ND 


DWSP samples 




Dec, 


9 


AI 


AI 


DWSP samples 


Tilbury North 


Sept, 


2 


ND 


ND 


grab samples 




Sept, 


3 


ND 


ND 






Oct, 


8 


ND 


ND 


DWSP samples 




Nov. 


5 


ND 


ND 


DWSP samples 




Dec. 


3 


AI 


AI 


DWSP samples 
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PERCHLOROETHYLENE , ppb 


Facility 


Dat 


e 


Raw 


Treated 


J 


Remarks 


Belle River 


Sept. 


2 


ND 


ND 


grab 


samples 




Sept. 


3 


ND 


ND 


grab 


samples 


Windsor 


July 


15 


ND 


ND 


DWSP 


samples 




Aug. 


30 


3 


3 


grab 


samples 




Aug. 


31 


2 


2 


grab 


samples 




Sept. 


1 


ND 


ND 


grab 


samples 




Sept. 


2 


ND 


ND 


grab 


samples 




Sept. 


3 


ND 


ND 








Sept. 


16 


ND 


ND 


DWSP 


samples 




Oct, 


21 


ND 


ND 


DWSP 


samples 




Nov. 


20 


ND 


ND 


DWSP 


samples 




Dec. 


3 


AI 


AI 


DWSP 


samples 




Dec. 


10 


AI 


AI 


DWSP 


samples 


Amherstburg 


May 


23 


ND 


ND 


DWSP 


samples 




Aug. 


30 


3 


3 


grab 


samples 




Aug. 


31 


2 


2 


grab 


samples 




Sept. 


1 


ND 


ND 


grab 


samples 




Sept. 


2 


ND 


ND 


grab 


samples 




Sept. 


3 


ND 


ND 


grab 


samples 




Sept. 


4 


ND 


ND 


grab 


samples 




Sept. 


23 


ND 


ND 


DWSP 


samples 




Oct. 


28 


ND 


ND 


DWSP 


samples 




Nov. 


19 


ND 


ND 


DWSP 


samples 




Nov. 


25 


ND 


ND 


DWSP 


samples 




Dec. 


2 


AI 


AI 


DWSP 


samples 




Dec. 


10 


AI 


AI 


DWSP 


samples 



NOTE: Analysis for perchloroethylene continued past the date 
shown, as part of the Drinking Water Surveillance 
Program. It will continue to be monitored as one of the 
DWSP routine parameters. 



AI: Analysis in progress. 



Table 3.8 Dloxin Drlnklag Water Survey - Resulta 









Chlorinated 


Dlbenzo-p-dlo: 


Klns(ppq) 


Chlor 


Inated 


Dlbenzofurans( 


ppq) 




2,3.7,8- 






















Location 


Sample 


Date 


T4CDD 


T4C0D 


P5CDD 


H6CDD 


H7CDD 


08CDD 


T4CDF 


P5CDF 


H6CDF 


H7CDF 


08CDF 


Lambton A.rea 


Raw 


06/17/85 


ND 


ND 


ND 


ND 


Nl> 




ND 


ND 


ND 


ND 


ND 


(Sarnia) 


Treated 


06/17/85 


ND 


ND 


ND 


ND 


ND 




ND 


ND 


ND 


ND 


ND 




Raw 


11/15/85 


ND 


ND 


ND 


ND 


ND 


* 


m 


ND 


ND 


ND 


ND 




Treated 


11/15/85 


HD 


ND 


MD 


ND 


ND 


* 


m 


ND 


ND 


ND 


ND 


Wallaceburg 


Raw 


06/2A/85 


ND 


ND 


ND 


ND 


ND 




ND 


ND 


ND 


ND 


ND 




Treated 


06/24/85 


ND 


ND 


ND 


ND 


ND 




ND 


ND 


ND 


ND 


ND 




Raw 


11/15/85 


ND 


ND 


ND . 


ND 


ND 


* 


ND 


ND 


m 


ND 


MD 




Treated 


11/15/85 


ND 


ND 


ND 


ND 


ND 


* 


ND 


m 


ND 


ND 


ND 


Walpole Island 


Raw 


11/05/85 


ND 


ND 


ND 


ND 


ND 


* 


ND 


m 


ND 


ND 


ND 




Treated 


11/05/85 


ND 


ND 


ND 


ND 


ND 


* 


ND 


m 


ND 


ND 


ND 




Raw 


11/15/85 


ND 


ND 


ND 


ND 


ND 


* 


ND 


ND 


ND 


ND 


ND 




Treated 


11/15/85 


ND 


ND 


ND 


ND 


ND 


* 


ND 


m 


ND 


ND 


ND 




Raw 


H/25/85 


ND 


ND 


ND 


ND 


ND 


ND 


ND 


m 


ND 


ND 


ND 




Treated 


11/27/85 


ND 


ND 


ND ■ 


ND 


ND 


ND 


ND 


ND 


ND 


ND 


ND 



Table 3.8 Continued 









Chlorinated 


Dibenzo-p-d loxins ( ppq ) 


Chlor 


Inated 


Dibenzo 


furans( 


ppq) 




2,3,7.8- 






















Location 


Sample 


Date 


T4CDD 


T4CDD 


P5CDD 


H6CDD 


H7CDD 


08CDD 


TACDF 


P5CDF 


H6CDF 


H7CDF 


08CDF 


Windsor 


Raw 
Treated 


07/15/85 
07/15/85 


ND 


40 


ND 


ND 


ND 


16 
NO DATA 


ND 


ND 


ND 


ND 


ND 




Raw 


09/25/85 


ND 


ND 


ND 


ND 


ND 


22 


ND 


ND 


ND 


ND 


ND 




Treated 


09/25/85 


ND 


ND 


ND 


ND 


ND 




ND 


ND 


ND 


ND 


ND 




Raw 


10/03/85 


ND 


ND 


ND 


ND 


ND 




m 


m 


ND 


ND 


ND 




Treated 


10/03/85 


ND 


ND 


ND 


ND 


ND 




m 


m 


ND 


ND 


ND 




Raw 


11/20/85 


* 


ND 


ND 


ND 


ND 


63 


NO 


ND 


ND 


ND 


ND 




Treated 


11/20/85 


* 


ND 


ND 


ND 


ND 




ND 


ND 


ND 


ND 


ND 


Amherstburg 


Raw 


07/02/85 


ND 


ND 


ND 


ND 


ND 


20. 


ND 


m 


ND 


ND 


ND 




Treated 


07/02/85 


ND 


ND 


ND 


ND 


ND 




Hi 


ND 


ND 


ND 


ND 




RkW 


11/19/85 


* 


ND 


ND 


ND 


ND 


115 


m 


ND 


ND 


ND 


ND 




Treated 


11/19/85 


A 


ND 


ND 


ND 


ND 




m 


m 


ND 


ND 


ND 



ND - Not Etetected at an average detection limit of 10 ppq. 
* - Sample contamination, value cannot be determined, 
ppq - Parts per quadrillion, picograms per litre (pg/L). 
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Conventional water treatment will remove dloxins from the 
treated water, because dioxlns have an affinity for clinging to 
particulate matter, which Is easily filtered from the water 
during the treatment process in place. 



Drinking Water Suryeillance Prograin 

Environment Ontario's regular Drinking Water Surveillance 
Program at the seven area water treatment plants monitored 
approximately 140 parameters, Including 64 organic compounds. 
The plants were sampled according to the following schedule: 



Wallace burg 



June 5, July 3, August 5, September 3, 
October 7, November 5, 15, 26, December 2, 9 



Mitchell's Bay 



June 18, July 23, August 26, September 23, 
October 28, November 25, December 9 



Windsor 



July 15, August 16, September 16, 
October 21, November 20, December 3, 10 



Stoney Point 



June 5, July 2, August 6, September 3, 
October 8, November 5, December 3 



Amherstburg 



May 23, August 26, September 23, October 28, 
November 19, December 2, 10 



Walpole Island 



November 6, 15, 25, December 2, 9 



Sarnla 



November 15, December 2, 9 
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The levels of trace metals and Inorganic ions found are 
consistent with those found in treated water supplies throughout 
the province. Most organic parameters were not detected. 
Although some organic compounds were found in the raw waters 
sampled, only five other than trihaloraethanes were detected in 
the treated waters (McCarty, 1985). Of the total organic 
compounds looked for in the treated water, none were found at 
levels approaching the Drinking Water Objectives of Ontario or 
other jurisdictions. 

The five that were detected (1 ,2,4,5-tetrachlorobenzene, 
l,2,3,5-tetrachloroben2ene, pentachlorobenzene, benzene, and 
carbon tetrachloride) were found at levels which indicated their 
definite presence in treated drinking water, at least on one 
occasion at one or more locations. These compounds were also 
found in ambient waters as previously shown in Figure 3.22a and 
3.22b. 

1 ,2 ,4,5-tetrachlorobenzene was found at four locations, on 
August 26 at Mitchell's Bay at 25 ppt, on November 15 at Sarnia 
at 12 ppt, on November 21 at both Araherstburg and Windsor at 
15 ppt and 35 ppt, respectively. The U.S. Environmental Protec- 
tion Agency (EPA) has set an "ambient" water guideline (set on 
the assumption that water and fish are consumed from the same 
water source over a lifetime) of 38 000 ppt. 

On October 8, 1985, 25 ppt of 1 ,2 ,3,5-tetrachlorobenzene was 
detected in treated water at Stoney Point, and on November 15, at 
23 ppt at Walpole Island; the EPA 'ambient' water guideline for 
1,2,4,5-tetrachlorobenzene is 38 000 ppt and this is the most 
toxic of the isomers, and should thus provide a substantial 
margin of safety when applied to the 1 ,2,3,5-isomer. 
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On July 15, 1985, pentachlorobenzene was detected at the 
lowest quantifiable level of 10 ppt In treated water at Windsor; 
the EPA ambient water guideline for this substance is 74 000 ppt. 

Carbon tetrachloride was found on three occasions at 
Wallaceburg, on June 5, November 5, and November 26, 1985 at a 
level of 1 ppb and at Walpole Island on November 6 and 25 also at 
1 ppb. The World Health Organization (WHO) has set a tentative 
guideline value of 3 ppb for this compound. 

Benzene was detected at 1 ppb on only one occasion in 
treated water at Walpole Island on November 15, 1985. The ifflO 
has set a guideline value of 10 ppb. 



Recommenda. t ions 



The on-going drinking water surveillance phase should be 
continued at water treatment plants on the St. Clair River, 

Drinking water criteria and objectives documents should be 
developed for compounds of health significance found in the 
treated drinking water, i.e., l,2t4,5,-tetrachlorobemene, 
lf2,3,5-tetrachlorobenzene, pentachlorobenzene, benzene and 
carbon tetrachloride. 

Contingency treatment technology should be developed for use 
after chemical spills, i.e., mobile treatment units. 
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Summary 

Independent of the sampling dates, methodologies and 
detection limits used by the two agencies, the results presented 
in this section point to a number of identical conclusions. It 
is evident that a variety of contaminants are present in 
St. Clair River water downstream from the Sarnia industrial 
area. In particular, the following compounds have been observed; 
hexachlorobenzene; hexachlorobutadlene ; hexachloroethane; 
octachlorostyrenej pentachlorobenzene; 1 ,2,4-trlchlorobenzene j 
1,2,4,5- and 1,2,3,5-tetrachlorobenzene ; perchloroethylene; 
carbon tetrachloride; chloroform and other haloforms; trlchloro- 
ethylene; 1,1,1- and 1 , 1 ,2-trichloroethane; dichloroethane; 
1 , 1 ,2,2,-tetrachloroethane; and benzene. In addition, several as 
yet unidentified products have been found. Most of these 
compounds are present in several industrial effluents, especially 
the 1st Street sewer complex at Sarnia. For the volatile chloro- 
carbons, such as perchloroethylene and carbon tetrachloride, 
continuous discharges from the 1st Street sewer complex as well 
as other sources in the Sarnia area are clearly evident. There 
was no adverse impact on the downstream drinking water supplies. 

Due to dilution of the effluents, the contaminant concen- 
trations in water at the mouth of the St. Clair River are several 
orders of magnitude lower than in the effluents. However, daily 
loadings of 10 to 100 kg are indicated for several of the 
contaminants, and the water contamination stretches well into 
Lake St. Clair, but at parts per trillion levels, 

RECO«MEW DATIOfl 



Water quality objectives for volatile compounds in the 
St. Clair River should be established as soon as possible. 
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SEDIMENT SURVEY 

Physical CJiaracterlstlcs 

The riverbed is cut in hard, stoney glacial clay (the Black 
Shale Till) in mid-channel and in finer glacial silt-clay (the 
St. Joseph Till) in its upper banks (Fitzgerald ^ al • » 1979). 
The tills and their erosion products form much of the bed 
material. No detailed mapping of the geology of the bottom sedi- 
ments has been done; the following observations are based largely 
on inferences from echo-sounding profiles and a small number of 
samples and direct observations. The sounding records show a 
hard, irregular bottom in mid-channel and along the base of the 
shore slopes, which is characteristic of an actively eroding or 
dredged surface. Bottom material has been interpreted as either 
exposed glacial till or lag deposits of boulders or gravel eroded 
from the till by river currents or ship scour. Both bottom types 
have been noted in diver observations in the north end of the 
area (Duane, 1967) and underwater television surveys in the south 
(NWRI, 1985). The bed material observed in both cases was a 
pavement of well-rounded cobbles and boulders with sand in the 
Interstices. 

The bottom changes above depths of 7 or 8 m to a more 
regular, steeper slope with a convex profile. Echo-sounder 
records of the slope have thin, smooth traces characteristic of 
sand deposits. Sediment cores collected on the Canadian inshore 
slope show a sand and gravel cover of variable thickness over 
cohesive glacial clay, and this is confirmed in diver and tele- 
vision surveys. Data on sediment thickness from cores at 12 
sites along the industrial shore (Fig. 3.10) are summarized in 
Figure 3.26. Values range from to more than 24 cm (longer 
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cores did not penetrate to the underlying clay) and show no 
alongshore trends in thickness. Variations in an offshore direc- 
tion are more systematic and indicate a wedge-shaped deposit that 
is thickest at the shoreline and pinches out about 100 m off- 
shore. A crude estimate of sediment volume contained in this 
prism may be obtained by using a simple unweighted average of the 
thickness values (9 cm) and an assumed deposit width of 100 m. 
This yields a volume of 63 000 m^ for the 7-km shore reach 
extending from the Black River mouth to about 1 km south of the 
Suncor property. 

Figure 3,26 also shows the spatial and vertical distribution 
of contaminated sediments in the cores. Tarry sediments are 
first observed just north of the Imperlal/Polysar boundary and 
extend to south of the Suncor property. They occur at the 
surface or just below the surface (2 to 3 cm) in the cores 10 m 
and 25 m offshore but are generally absent in the 100-m core. 
South of the Dow/ Suncor boundary, they are present only in the 
inshore core. Where clean sediment overlies contaminated sedi- 
ment, there Is a sharp, rather than gradatlonal, contact between 
the two. The cohesion provided by the tar apparently stabilizes 
the contaminated sediments and prevents or at least slows their 
incorporation into bedload transport. 



EECOMMESDATION 



Investigation should be initiated to determine identity ai^ 
probable sources of sediwent contamination that persisted in the 
deeper layers of cores collected in the vicinity of the Ontario 
shoreline of the river. 
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Figure 3.26 St. Clair River botton sedlaent thickness. 
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Grain size data for surface sediments from the inshore 
Canadian slope are summarized in Figure 3.27 and Table 3.9. Two 
bottom types are represented: fine-grained glacial sediment (the 
cohesive glacial clay referred to above) and coarser granular 
deposits (the veneer of mobile river sediments). Data at 
stations 8 and 14 are representative of the glacial sediments. 
Clay is the major component, sand is less than 10% and gravel is 
negligible; mean size is less than 0.008 mm. The river sediments 
show large variations in grain size from station to station and 
no consistent pattern of size increase or decrease down river. 
Average texture is 63% sand, 32% gravel and 5% silt-clay. Mean 
grain size ranges from 0.1 to 9.0 mm and averages 1.7 mm, but 
most of the sediment is concentrated In two size modes: 4 to 
32 ram (fine gravel) and 0.1 to 0.5 mm (fine-medium sand). No 
significant vertical variation in grain size with depth below the 
sediment surface was observed in the several cores for which 
sub-surface samples were analyzed. 

The size data have some implications with respect to the 
potential sources of the river sediment. The sand mode falls 
within the size range that is transported by the river as bedload 
(Duane, 1967) and that is also available from local erosion of 
the glacial clay. Its presence is consistent with either or both 
sources. The gravel mode, however, is too coarse for bedload 
transport or for derivation from the St. Joseph Till as a 
residual deposit. It is possible that lenses of coarser till or 
gravel occur within the St. Joseph unit but are not represented 
In the cores because they are difficult to sample. If this is 
the case, erosion of these units could account for the presence 
of gravel. Alternatively, the gravel may be fill used to extend 
or stabilize the shore slope. Indirect evidence of filling is 
present in aerial photographs, and it is possible that the 



Table 3.9. Grain Size Data, Surface SediaeaC Sables, 1984-85 
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Figure 3.27 St. Clair River bottom sediment grain size. 
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hecerogenelty of grain size and sediment thickness observed in 
the cores and underwater television footage reflects the presence 
of fill rather than natural variability. Confirmation of this 
would require more data on the shore history and sediment strati- 
graphy and mineralogy than are currently available. For the 
moment, it should be recognized that some of the slope sediment 
may be artificial and that its properties will not necessarily 
reflect the hydraulics of the river or the transport and accumu- 
lation rates of bottom sediments. 



Chemical Characteristics 

This section of the report will discuss sediment surveys 
conducted by Environment Canada (DOE) in "1985 and 1984 and by the 
Ministry of the Environment (MOE) in 1985, 1983 and 1977. The 
samples collected by Environment Canada in 1985 were benthos 
cores, whereas all other samples of DOE and MOE were surflcial 
sediments collected by divers or with a Shipek dredge. These 
differences in sampling methodology coupled with slightly 
different sampling locations mean the results are not exactly 
comparable. Nevertheless, essentially the same trends and 
concentrations were observed in both studies. 



Sediment Survey (DOE) 

The samples described in' this report were collected in three 
phases: 

(1) During the summer of 1984, 45 surflcial sediments (top 
10 cm) were collected by the Great Lakes Institute of 



$& 



the University of Windsor along the St. Clair River 
from Lake Huron to near Russell Island, Thirty-six of 
these samples were collected from the Canadian side and 
nine from the U.S. side (Fig. 3.28), 

(2) During the summer of 1985, 160 sediment samples were 
collected from 20 transect lines on an 8-kni reach of 
the river south of Sarnia. Three samples were collec- 
ted along each transect 10, 25 and 100 m from shore. 
Shallow sediment cores were collected where the Benthos 
Corer could penetrate to the clay overburden and at 
other locations Shipek grab samples were taken., 
Geographical locations of the sampling sites for the 
fall investigation are shown in Figure 3.10. 

(3) During the summer and fall of 1985 suspended sediment 
samples were collected from Lake St. Clair using 
sediment traps. 



Analysis 

Sectioned or total bottom sediments and suspended sediment 
samples Vere analyzed for a broad spectrum of chlorinated hydro- 
carbons: 11 chlorobenzenes (from dichloro- to hexachloro-) ; 
three chlorotoluenes (2,4,5- and 2,3,6-trichloro and pentachloro- 
toluene); hexachloroethane; hexachlorobutadiene; octachloro- 
styrene; the pesticides alpha and gamma benzenehexachloride, 
gamma chlordane, mi rex and pp'-DDE, pp'-DDD, pp'-DDT; and poly- 
chlorinated biphenyls (PCBs). Each sample was sieved (number 10 
mesh, 2 mm exclusion) to remove coarse stones and debris and then 
homogenized in a blender prior to removal of a representative 
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Figure 3.28 Near shore sampling stations, St. Clair River, 19B4. 
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sample. Approximately 20 g neC weight (10 g dry weight) of 
sample was soxhlet extracted for 24 h with 300 mL of a hexane/ 
acetone (4l%/59%) mixture. After back extraction of the sample 
with acidified water to remove the water, the hexane extract was 
evaporated to 10 mL using a Snyder condenser. The extracts were 
cleaned up on a Na2SO^/H2SOi, on silica gel/florisil column prior 
to analysis by gas chromatography. Two capillary columns (30 m) 
with different polarity phases, DB 5 and DB 17, were used 
together with electron capture detectors for quantification. 
Confirmation of chemical identity on selected samples was carried 
out by capillary gas chromatography/mass spectrometry (GC/MS). 
This method has been thoroughly tested and provides recoveries 
greater than 80% for the study chemicals (Oliver and Nicol, 
1982). 



1984 Data 

The sediment samples collected during 1984 from Lake Huron 
to near Russell Island were analyzed for hexachlorobutadiene, 
hexachlorobenzene and octachlorostyrene (Table 3.10). These 
chemicals were present at high concentrations in the tarry 
material found in the sediments along the industrial waterfront. 
Mean data for the different stretches of the river are shown in 
Figure 3.29. There were low to negligible concentrations of the 
three chemicals at the head of the river and above the CN tunnel, 
but the values increased dramatically south of the tunnel. The 
concentrations continued to rise until after the Township ditch 
(C6), after which there was a slight decline and then a further 
rise to maximum values offshore from the Dow Chemical Company (in 
the vicinity of Che 1985 perchloroethylene spill). Concentra- 
tions remained elevated, although gradually diminishing in 



Table 3.10 The Concentration of Hexachlorobutadlene (HCBD). Hexachlorobenzene (HCB) and 
Octachlorostyrene (DCS) In ng/g (ppb) In 1984 Botton Sedlnents fro* the St. Clair 
River 
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Figure 3.29 Mean concentrations of OCS, HCB and HCBD in St. Clair River sediments, 1984. 
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magnitude, all along the Canadian shore as far as the Delta 
(Chenal Ecarte). In Figure 3.30, these concentration gradients 
In the river are illustrated for hexachlorobutadlene. 

The contaminated sediment appears to have been confined to 
the Canadian shoreline during 1984. Very low concentrations of 
these three contaminants were observed at the U.S. sampling 
locations from Port Huron to Algonac. Low concentrations were 
also observed near Stag Island for sediment stations which were 
only about 300 m from the Canadian shoreline (location CIS, C23, 
C24). An aerial photograph taken during May 1947 (Department of 
Energy Mines and Resources, Ottawa) clearly shows discharge 
plumes following close to the Canadian shoreline for some 
considerable distance downstream. 

Based on these results, a crude estimate of the total 
loading of the contaminants in the sediments along the Canadian 
shore of the St. Clair River can be made using the following 
approximations : 

- Assume a uniform 10 cm layer of sand over the clay for a 
distance of 100 m from shore, 

- Hean concentrations along the 5 km industrial reach near 
Samia. Hexachlorobutadiene - 750 ng/g; hexachloro- 
benzene - 5200 ng/g; octachlorostyrene - 920 ng/g. 

- Mean concentrations for the next 35 km reach of the river 
of 190 ng/g, 370 ng/g and 48 ng/g for hexachlorobutadiene, 
hexachlorobenzene and octachlorostyrene, respectively. 

These approximations result in a total mass of 79 kg hexachloro- 
butadiene, 63 kg hexachlorobenzene and 10 kg octachlorostyrene in 
the 1984 sediments of the St. Clair River. 
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Figure 3.30 Concentrations of hexachlorobutadlene In St. Clair River sedlnents, 19B4, 
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In summary, the 1984 sediment data show that significant 
Inputs of hexachloro butadiene, hexachlorobenzene and octachloro- 
styrene are entering the river south of the CN tunnel at Sarnla. 
The largest discharges appear to be in the vicinity of the 
Township ditch and Dow. The three contaminants studied are major 
components of the waste products In the production of chlorinated 
solvents. Dow Chemical Company is the only known producer of 
chlorinated solvents In the area. 



Contaminant Concentrations in Canadian Sedliaeats 

The concentrations of several chlorinated contaminants in 
the Canadian bottom sediment samples are shown in Table 3.Ua. 
The data are presented on bar charts in Figures 3.31 to 3.36 for 
several key compounds. The chemicals in Table Ua exhibit a wide 
spectrum of physical and chemical properties. For Instance, the 
volatile compounds such as carbon tetrachloride, trichloro- 
ethylene, perchloroethylene and hexachloroe thane are not normally 
found In bottom sediments except close to major point sources. 
The reason for this is because they have a significant water 
solubility and are adsorbed only minimally on suspended and 
bottom sediments. Chemicals such as hexachlorobutadiene, di-, 
trl- and tetrachlorobenzenes have a somewhat stronger affinity 
for sediments so are found in significant concentrations in both 
the water and sediment phases. Compounds such as penta- and 
hexachlorobenzene, octachlorostyrene and PCBs have a very strong 
affinity for sediments and so are found mainly in bottom sedi- 
ments in the aquatic environment. This discussion will be 
focussed on HCE, HCBD, OCD, HCB and OCS compounds which are by 
products of the production of chlorinated solvents and are found 
in high concentrations in Dow Chemical effluents and in the 



S*U XIU at. CUir livBr kttiai Ssti^iC 
(i^l or riBts per lilliaa). 



IMS 



Ocii|iauHte 


SUe M 


Site 21 


Sue 2C 


sue ]A 


Sue 3B 


Site X 


Site 4A 


sue 41 


SUe 4C 


SUe ik 


Site (t 


SUe fiC 


Sua an 


SUe 8i 


Sua ac 


SUe %. 


&.!« 9 


dite 9C 


Heaakii loroethBie 


M> 


W 


to 


W 


1.6 


H> 


m 


M> 


» 


lO 


tD 


» 


M) 


ID 


0.1 


0.2 


1.0 


ID 


Hecajhlorofauta) iene 


36 


0.2 


0.6 


0.2 


1.1 


ID 


to 


W 


0.3 


0.2 


0.4 


0.8 


1.0 


0.6 


0.7 


1.0 


4.7 


0.6 


l^ent achlorofaemene 


2.2 


0.5 


0,7 


W 


0.2 


m 


M) 


tD- 


W 


to 


W 


ID 


06 


ID 


0.5 


0.9 


4.4 


0.3 


Hex&ii larotienziaK 


6.1 


2.1 


7.3 


0.5 


1.5 


2.7 


2.2 


n 


o.a 


2.3 


1.1 


1.5 


18 


}.l 


25 


2.1 


490 


5.7- 


Cttachloroscynine 


0.6 


0.3 


0.2 


» 


0.3 


0.9 


M) 


n 


m 


m 


le 


0.3 


t.6 


0.5 


0.7 


1.7 


12 


0.3 


feriiiUiroethrli!ne 


2.9 


1.8 


4.5 


1.9 


W 


m 


2.1 


6.0 


2.8 


3.0 


1.7 


1.2 


1.6 


2.9 


5.5 


7.9 


12 


4.8 


TridiloTDethylene 


m 


ID 


Id 


7.0 


IM 


m 


m 


W> 


K) 


m 


5.2 


5.2 


11 


10 


ID 


ID 


Ml 


ID 


Cntoi tetr»iiUirLde 


N> 


M) 


m 


1.9 


m 


HI 


m 


M) 


to 


m 


ID 


HI 


ID 


ID 


8.2 


16 


12 


10 


Didilorobenzenes 


J30 


M 


25 


Ml 


6.1 


N) 


M> 


M) 


lO 


m 


M) 


8 


74 


ISO 


52 


M 


28 


91 


Trid) Uinienzeiie« 


14 


N) 


2.1 


N) 


w 


w 


M) 


to 


lO 


ID 


Ml 


Ml 


ID 


ID 


ID 


ID 


ID 


1.1 


Tetrachlombenzenea 


5.4 


»D 


0.4 


» 


0.5 




ND 


m 


lO 


» 


M> 


ID 


Ml 


HI 


ID 


ID 


0.2 


ID 


SedioHV 


GtHTM 


Coarw 


Omtm 


Fine 


Goarw 


Stow* 


Stone* 


Stcnea 


Slonei 


&nel 6 


Gk-Avel 4 


Oavel k 


Fine 


Slonea 


Mibla* 4 


CMraa 


Pebblea 


Orawl t 


Descriptioi 


Swd 


S«id 


Sard 


S«i 


Sand 


on CUy 


m CUy 


an CUy 


on CUy 


Qowse 
Sml 


Omtm 
Sml 


Qmtu 
Smd 


Son 


on CUy 


Q»rH 
Snl 


S«id & 
M>blea 


4 QMne 
Snd 


Comnm 
Stnt 



IH - Not analyad. 
M) - ttt detected. 



lUila 13.1U. Ccntixued 



(b^xunda 


SUe ion 


sue IGB 


sue IOC 


SUe lOK 


Sue lOY 


Site lOE 


Site m 


SUe m 


Sue 124 


SUe 128 


SUe IK 


SUe 134 


SUe 138 


SUe 13C 


SUe 144 


Site 148 


Sue 14C 


aUe 154 


ttexkiiUiraiKhaie 


15 


23 


0.4 


Ml 


3.0 


1200 


290000 


160000 


550 


JM 


920 


290 


87 


830 


21 


270 
7800 


330 
16000 
560 
»00 
350 
680 


22 
540 

66 

1300 

170 

260 

19 

16 

5200 

160 

14U 


tfexachloratut adiaw 


65,000 


67,000 


1.2 


II 


63000 


93000 


430000 


220000 


7S0O 


7900 


2200 


3400 


2800 


1400O 


500 


i^ntachlorobenzaie 


3.500 


VC 


0.4 


3.9 


130O 


9100 


130GO 


4700 


410 


560 


410 


210 


200 


1200 


28 


1100 


Heukii kmbenaene 


7.J0O 


i,i<n 


7.7 


24 


7200 


72000 


280000 


110000 


5100 


SWO 


80O 


1100 


6300 


5600 


380 


73000 


Oa ad) loroat yrene 


6.000 


880 


0.6 


7.2 


6200 


52000 


14000 


9200 


710 


840 


76 


290 


250 


280 


59 


620 


hirdiloroethylerK 


4.2 


3.000 


7.8 


8.1 


8.6 


420 


14000000 


2500000 


420 


12000 


16000 


570 


480 


1400 


IH 


600 


Tt-iiiiloroethylenB 


Ml 


320 


Ml 


2.4 


3.3 


21 


110000 


4700 


42 


250 


2 


56 


/ 


12 
8.2 


m, 


37 


4.1 
3.S 

2D0 

900 

34 


Carton Cetrachlorlde 


17 


m 


12 


ID 


Ml 


1.0 


6300000 


2Q0Q0O 


IS 


29 


10 


7.1 


27 


Tridilorobenzenea 
Tetraiiilorcibenzenea 


31.000 
1,300 
1,200 


22,000 

2.400 

330 


40 

ID 

0.2 


680 
3.4 
1.4 


2700 
980 
680 


7800 

87 

730 


7inn 

2400 
70QU 


7400 
1000 
2UU0 


21000 

260 
670 


mno 

22 
250 


310 
520 
230 


12000 
350 
340 


18000 

2200 

970 


34000 
2100 
lOOO 


5800 
250 

a 


20000 

420 
970 


Sedi^c 
Deacriptioi 


SiU 4 


Q-awl 4 


Gravel 4 


Qwel 4 


Silt 4 


Goana 


Fine 


Fine 


O-awel 4 


ftawel 4 


Ctawl t 


Q^ewl 4 


Qreuel 4 


travel 4 


silt 4 


O-awl 4 


Owel 4 


Oowav 


Hmjnt- 


Civ i 


Coarae 


Coarae 


Fine 


&nl 4 


S«J 


G«J 


Fine 


SmJ 6 


Cbane 


Fine 


(berae 


Cbarae 


S«*l 4 


Obarae 


Qwrae 


Smi 4 




(tiytea 


Sad 


Smi 


SMd 


Sml 


O-avet 






SmI 


Clay 


S«i 


Sad 


S«l 


Snd 


Miblaa 


Snl 


S«l 


MibUa 


ID - Ifct CHectad. 






































» - Itat Anelyied. 








M 


^^ 


^^ 










^ 


^^ 


^ 


^ 










flH ■■ '■ 


■1 m 


m 1 


Bi i 


■ 


m 1 


iM 1 


#A 


1 ■ 


■ ■■ 



TM* 3.1U. QntiiiMl 



CkHKkad^ 


»U» !» 


lit* ISC 


SU« 16A 


8it« 161 


»Ut 1«C 


SU« 171 


>Ua 171 


SUa I7C 


8U« 184 


•iu 188 


8U* I8C 


Sita m 


•u* m 


BUa I9C 




7 


4.9 


31 


3.9 


350 


D 


16 


42 


14 


6.1 


23 


0.9 


41 


100 


■teudilorobiCMliaM 


1200 


2300 


4S0 


930 


7300 


780 


1200 


3600 


260 


2300 


720 


230 


MO 


4QQ(t 


Btttf Adi ufolwMrtM 


79 


U 


31 


» 


390 


43 


26 


130 


K 


67 


37 


23 


93 


110 


Ibaadtlarobeniaia 


300 


360 


300 


I20O 


3W0 


1700 


130 


830 


3500 


1300 


220 


SOO 


470 


370 


OctadtloroMynna 


74 


93 


75 


9S 


190 


aoo 


2) 


230 


170 


43 


46 


80 


1» 


83 


nK^dilar<NChyl«na 


W 


2900 


780 


SSQO 


390 


120 


•70 


390 


74 


130 


300 


114 


740 


600 


Ttitiibjroethylaa 


23 


17 


32 


80 


7 


23 


80 


4.3 


II 


4.3 


4.6 


m 


U 


23 


Cuban totrachUriik 


1.1 


» 


A 


W 


9 


« 


l.t 


14 


23 


1.9 


13 


m. 


1) 


14 


Dichlarabfinxenea 


13000 


140 


ssoo 


S50 


SlOO 


1U» 


3300 


110 


S600 


3M) 


210 


ISO 


HOO 


1300 


Ti ii lilmiilw'nii iM a 


lao 


l.« 


190 


190 


720 


280 


n 


21 


150 


ISO 


10 


100 


40 


38 


TMradilooiiwnunM 


380 


17 


)7 


12 


190 


110 


41 


M 


51 


«s 


23 


a 


SI 


49 


BadiwrtL 


Qmtm 


Stcn* m 


Wiim fc 


Omtm 


O-aiMl i 


Mm 


Miblet 4 


ftaMl4 


tkmml 4 


Ocmml 4 


Qrawt 4 


8iU 


PefablM 


(kawtl 4 


tmcrittim 


SMlfc 


Civ 


Omts* 


Sandoa 


Ooatf 


i«l 


Smd aa 


Gmtm 


Km 


Qtuaa 


Mm 




4Mm 


OOMM 




MllllM 




Bml 


cuy 


8ml 




Cl*y 


Sml 


Snl 


Saral 


Snl 




and 


■wl 


m-tbt <kcact«J. 






























M - lb MMlyMd. 































VMa 3.1ft. at. CUIr Mmt lottM ShUsa Ctauatiml 
(m/g IT Itata par BilUaa), fcw^^' UOS 



aU. U Shall SttalC Sit. 34 SUa 31 Sit. SC SuTi Mu» Sita TC ait. lU 8U. IIS SU. IIC SU. X)4 aU. XB Siia »B 



ltoAli>r«thyl« 2.7 17 19 5| ,1 Vt, «^ II ^l ?! "* "' * »■« » 

I.Ll.l«™th;.«. ;.; „ ';„• 'i ;j *^ •^ '^ »;* " ft JU •* 4.4 3.8 

C^t-r**lorul. » » » 7^ S " S S K tl l' » 2 IS *" 

Trid.Io«i*n«™. »»S»»«2S"'""''"» *•»«"» 



WmWlDIOlOlDID 



H) m 



JiSta Si* £i* Si' £=:* s:;* 2=;' fs-. sr" »• !?r. "~" ?~" ->-' 



ID - ttt ditMlad. 
Ml - Ibt MUlyMd. 



OiarN &>«• Cum* (Wm * Of«.| Mm E«1 4 Mm Qwm m aT^ « 

CW ai«M Snd aani Oay diy CL^ 



am Saoit SmI SmI SmI 




T 
2 



3 



T 
4 



6 8 9 10 10 D 12 13 14 16 10 17 10 10 



11 20 



E3 lOM 



STATION 



^ lOOlf 



Figure 3.31 Perchloroethylene concentrations in sediments, St. Clair River, 1985. 
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Figure 3.32 Carbon tetrachloride in sediments, St. Clair River, 1985. 
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Figure 3.33 Hexachloroe thane concentrations in sediments, St. Clair River, 1985. 
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Figure 3.34 Hexachlorobutadlene concentrations in sediments, St. Clair River, 19B5. 
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Figure 3.35 Hexachlorobenzene concentrations in sediments, St. Clair River, 1985, 
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Figure 3.36 Octachlorostyrene concentrations in sedinents, St. Clair River, 1985. 
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St. Clair River perchloroethylene puddles near Dow. Some 
comments will also be made on the sediment distribution of 
perchloroethylene, the major constituent of the contaminant 
puddles. 

Low but measurable concentrations of the study chemicals are 
found at stations upstream from the Sarnia industrial complex. 
These concentrations reflect widespread, low-level environmental 
contamination from upstream usage and disposal practices. Along 
the Canadian shoreline these background levels are recorded up to 
and including station 6 just below the CN railway tunnel. 
Concentration increases are observed for several contaminants 
expecially HCB at stations 8 and 9, likely due to inputs from the 
Sarnia sewage treatment facility as well as urban runoff. Two to 
three order of magnitude increases for HCBD, OCB, HCB and DCS are 
observed at stations lOA, lOB, lOY and lOZ. At this location the 
Township ditch enters the river. This ditch drains the Scott 
Road landfill site where Dow Chemical has disposed of some of its 
waste by-products from the production of chlorine and chlorinated 
solvents. Site lOX is located slightly upstream from the input 
from the ditch and contains dramatically lower concentrations. 
Site IOC, 100 m offshore, also has low levels, showing that the 
ditch plume does not extend out this distance into the river but 
is swept along the Canadian shoreline. 



RECOMMENDATION 



The apparent increase in concentrations of hexachlorobenzene 
in sedxjoents along the Ontario shoreline between the CH tunnel 
and the Township ditch should be investigated . 
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Another significant increase or hot spot in concentration is 
observed where Dow Chemical's Ist Street Sewer discharges into 
the river. Concentrations for HCE, HCBD, OCB and OCS are in the 
high ppm range at this site. The concentrations of perchloro- 
ethylene and carbon tetrachloride at this station are In the 
percent range. These extremely high sediment concentrations are 
caused by contamination of the area with the puddles of waste 
material that have been observed at this location. The two major 
constituents of these puddles are perchloroethylene and CTC, but 
they also contain high concentrations of HCE, HCBD, OCB, HCB and 
OCS. All these chlmicals have also been observed in Dow 
effluents and suspended solids from Dow effluents but at much 
lower concentrations. The very high levels of the volatile 
constituents perchloroethylene, CTC and WCK in the sediments at 
this location despite their poor affinity for sediments point to 
the puddle material as the main source. 

The chemical concentrations in the bottom sediments diminish 
considerably by between one and two orders of magnitude for HCBD, 
QCB, HCB and OCS and by three orders of magnitude for the 
volatiles perchloroethylene, CTC and HCE at station 12, 300 m 
below site D. The values are still elevated well above back- 
ground and remain this way all the way to the end of the station 
grid - station 19. The 1984 data show that sediment contamina- 
tion persists to Lake St. Clair. 

Although the major chlorinated organics (HCBD, OCB, HCB and 
OCS) are present in all contaminated sediment samples, the ratios 
of the chemicals do change with source. For example, the ratios 
HCB/OCS and HCB/QCB are 1.3 and 4.0, respectively, for samples 
collected near the Township ditch. These ratios are much higher, 
16 and 23 respectively, at site D. Stations below site D have 
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intermediate ratios (HCB/OCS-11; HCB/OCB-17) but closer to 
site D, indicating that current puddles and Dow effluents have a 
greater impact on sediment contamination downstream than Che 

Township ditch. 

Two sediment cores downstream from Dow at sites 15B and 16A 
have been analyzed in detail and the results are shown in 
Table 3.12. With only one exception, HCBD in core 15B, the 
topmost or more recent layer is more contaminated with HCBD, QCB, 
HCB and OCS. Although it is difficult to interpret sediment core 
data in rivers such as the St. Clair because of the dynamic 
nature of the sediments, the data appear to indicate recent 
Increasing contamination for these chemicals. 

The source and identity of Che tarry material which was 
present at high levels in the sediments for at least 5 km from 
station 10 to station 19 is not known at present. This material 
does not seem to be related to the black puddles observed near 
Dow Chemical. At stations 15B and 16A the sediment depth profile 
showed that HCB (a major component in the puddles) decreased with 
depth, while the extractable organlcs (tarry material) increased 
with depth in the cores (Table 3.12). This shows that the tarry 
material and the puddles are not related. Using the mean data 
for extractable organics in Table 3.12 (500 ppm) , it Is estimated 
that there is about 4 metric tons of this tarry material in the 
sediments from stations 10 to 19. At this time, it is not known 
how far down the river this contamination extends. 

Residues of polychlorlnated dibenzo-p-dioxins (PCDD) were 
measured in sediment extracts from selected river stations and 
from the Township ditch. Data for the individual homologs are 



Table 3.12 The Concentration of HCBD, QCB, HCB (ppm) and OCS 
(ppb) and Acetone/Hexane ^tractable Organics In St, 
Clair River Sediment Cores 
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given In Table 3.13 and the total PCDD concentrations are shown 
in Figure 3.37. The limit of detection for 2,3,7,8-TCDD was 
3 pg/g (ppt) but was approximately 10 pg/g for OCDD. Low levels 
of higher chlorinated dioxins were found in samples taken from 
the Township ditch at Kenny Street and where the ditch enters the 
river. The total concentrations were 7 ppb in the former sample 
and 0.6 ppb in the latter. The samples collected at stations D 
and 2A also contained measurable quantities of dioxins. At the 
other stations dioxins were either not detected or present at 
only trace levels. It is important to note that neither the 
highly toxic 2,3,7,8-TCDD isomer nor the 1,3,6,9-TCDD (associated 
with 2,4-D formulation) was present in any of the samples. 



Contaminants in U.S. Sediments 

Much lower concentrations of HCBD, QCB, HCB and OCS were 
observed on the American side of the river (Table lib). All 
stations with the exception of 5B and 7B showed background levels 
for these contaminants. Stations 5B and 7B, which were located 
Immediately above and just below the CN tunnel, exhibited 
elevated concentrations for all four contaminants, particularly 
HCB. 



RECormmDATiaif 



Tl» apparent increase in concentration a£ bexachlorobeazene 
in sediatents in the vicinity of the OT tunnel on the Michigan 
side should be investigated* 
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Figure 3.37 Chlorinated dioxin honologs in sedinents froa St. Clair River, 1985. 
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Mercury Contamination of St. Clair River Sedliseat 

The concentration of total mercury was detennlned In indivi- 
dual sediment subsamples from cores No. lOX, lOZ, 13B, 16A, 17A, 
and 18A. A brief description of each core and the concentration 
of total mercury in the subsamples are given in Table 3.14. 

The concentration of mercury was found to range from 0.070 
to 2.565 ug/g in Lake St. Clair surface sediments in 1970, repre- 
senting about a threefold increase in the average concentration 
over that observed in Lake Huron, Thomas (1974) and Wolery and 
Walters (1974) indicated that the high mercury loading which 
occurred in the St. Glair/Detroit River system resulted from 
Inputs from the Dow chloralkali plant in Sarnia, and possibly 
other industrial sources along these rivers until 1970. A signi- 
ficant decrease in mercury concentration was observed In Lake 
St. Clair sediments after 1970 (Thomas et^ al . , 1975; Mudroch, 
1985, unpublished data). This observation indicates a decrease 
in mercury loadings to the St. Clair River which followed the 
revision and control of the discharge of mercury by Dow chlor- 
alkali plant at the beginning of the 1970s. 

In this survey, sections which had more tarry material and a 
strong, oily odour contained a higher concentration of mercury 
than the others. The concentration of mercury at station 13B was 
much higher than at station lOX or lOZ. About ten times lower 
concentration was found in 0- to 18-cm sediment at station 16A 
than at station 13B. However, the mercury concentration between 
18- to 24-cm sediment depth at station 16A was similar to that 
found in core 13B. High concentration of mercury at 18- to 24-cm 
depth at station 16A reflects most likely some past inputs. This 
more contaminated sediment has been covered with sediment 
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containing significantly Lower concentrations of mercury. 
Radionuclide dating of this core indicated that the age ranged 
from 9 months for the top 3 cm to about 30 years for the deeper 
sections. 

The concentration of mercury was similar in sections from 
cores 17a and 18A. The greatest concentration was found in the 
3- to 6-cm section in both cores. However, the concentration of 
mercury decreased more rapidly in the 6- to 10-cm section in core 
18A than i7A. 



RECOMMENDATION 



The presence of high cxjncent rat ions of mercury in sediments 
opposite the Dow property should be investigated. 



S«diiiieats Trap Studies in I^ke St. Clair 1985 

Sediment traps which collect resuspended , recently deposited 
sediments moving In the water were Installed in Lake St. Clair 
during the summer of 1985. Although a wide variety of organic 
contaminants were found In the samples (Oliver et_ al., 1986), 
only few compounds thought to originate from the Sarnia area - 
hexachlorobenzene, pentachlorobenzene, hexachlorobutadiene and 
octachlorostyrene - are reported In Figure 3.38. 

In general, the concentrations of the contaminants are 
consistent with surficial sediment concentrations reported for 
198A and those published by University of Windsor (Oliver et al., 
1986). The concentrations of HCBD are consistent with, although 
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Figure 3.38 Sediment traps, Lake St. Clair suspended sediment, 1985. 
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lower than, those measured in the St. Clair River. The highest 
concentrations occurred at the stations (9, 10, 11) In the 
Canadian waters. Lower concentrations were found at stations 
(12, 13) near the eastern Canadian shore, and these may have been 
Influenced by sediments derived from the Thames River. 

Concentrations of the contaminants found in the traps in 
U.S. waters were about one-half those found typically in Canadian 
locations. The contaminants found at U.S. stations five and six 
(Anchor Bay) indicate that there is widespread dispersion. This 
may occur either through the U.S. side of the St. Clair River or 
by currents in the lake. Currents are generally thought to 
circulate and exit through the southern gap of Anchor Bay. This 
gives a higher probability that the contaminants are present in 
U.S. waters of the St! Clair River. 

The ratios of one compound to another are similar between 
locations, which means that the compounds were probably Intro- 
duced from a common source area. 



Sedlaent Survey (MOE) 

The Ontario Ministry of the Environment samples, which are 
described in this report, were collected during four phases: 

(1) During Che summer of 1977, as part of the St. Clair 
River Organics Study, 50 surflclal sediments (top 3 cm) 
located along the Ontario shoreline of the river were 
collected. 
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(2) During the sunaner of 1983, surflcial sediments were 
obtained from 25 stations located along transects 
across the river situated between Polysar and Dow/ 
Suncor property line. 

(3) In the summer of 1985, surflcial sediment grab samples 
were collected at 78 locations of which 29 stations 
were situated along the Michigan shoreline. This 
station grid extended from the river headwaters to the 
river delta, 

(4) In the fall (September) 1985, 24 surflcial sediment 
samples were collected between the Township ditch and 
the southern property of Suncot. This survey was 
Initiated in response to the Dow spill. 

As part of the St. Clair Organics Study In 1977, sediments 
were analyzed for a number of organic and inorganic con- 
taminants. At the time of the study, organic analyses were 
limited to PCBs and solvent extractable compounds. PCB levels 
ranged from 3 to 10 ppm and were mainly found along the Ontario 
shoreline of the river from the Township ditch to Che southern 
end of the Suncor property. During the course of the 1977 study, 
oil globules were observed in the bottom sediments and were 
attributed to spills from industrial sources, freighters and 
docked ships during cargo handling. Solvent extractables, a 
measure of organic contamination, reached a maximum level of 
28 000 ppm (2.82) (MCE, 1979). 

In view of the 1977 study, Dow Chemical initiated a sediment 
sampling program (1977 to 1984) which focused on the analyses of 
chlorinated organics. Although there was no interlaboratory 
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protocol established for comparison between Dow and MOE, Dow's 
results indicated levels similar to those obtained by MOE in 1983 
and 1985. Recent survey data from Dow (1984, unpublished) 
revealed that the area in the vicinity of the 1st Street sewer 
complex was severely contaminated with hexachloroethane (HCE, 
88 ppm), hexachlorobutadlene (HCBD, 400 ppm) , pentachlorobenzene 
(QCB, 21 ppm), hexachlorobenzene (HCB, 600 ppm) and 
octachlorostyrene (OCS, 34 ppm). 

Investigations conducted by MOE in 1983 and 1985 (May and 
September) resulted in similar findings, while providing further 
delineation of the extent of sediment contamination. 

The 1983 St. Clair River sediment survey focused on lateral 
and downstream distribution of PCBs, HCB, OCS and metals, lead 
and mercury. Transects were established at six locations from 
upstream of the Township ditch to opposite the Suncor Intake. 
Findings are presented in Table 3.15 and Figure 3.39. Concentra- 
tions showed a declining trend with distance from the Canadian 
shore, both for organics and metals. There was no evidence for 
transboundary pollution as PCB, HCB and OCS concentrations were 
all below detection limits near the U.S. shoreline. 

Major elevations in concentrations were noted downstream 
from the Township ditch. HCB and OCS increased 3 to 4 orders of 
magnitude from 1 to 10 ug/kg above the Township ditch to 8 to 
10 000 ug/kg below. Continuous Inputs along Polysar and Dow 
properties resulted in near shore levels in the ppm range for 
HCB. OCS and HCB declined rapidly downstream from the Township 
ditch and remained relatively constant at 1 ppm for HCB and 0.2 
to 0.3 ppm for OCS. HCB and OCS levels persisted in sediments 
farther downstream as far as the Suncor shoreline. 



Table 3.15 1983 St. Clair River Sediment Contaalnant Levels 



Distance from 

Canadian Shore PCB HCB OCS Pb Hg 

(ni) (Wg/kg) (ug/kg) Cwg/kg) (ug/kg) (ug/kg) 



Upstream from the Township ditch 



U3 20 12 10 12 0,01 

76 20 1.0 I 128 0.04 

30 ^0 2 1 19 0.02 

35 1.0 1.0 15 0.02 



Downstream from the Township ditch 



51 M 1.0 NA 88 0.58 

36 20 10 000 10 000 61 0.08 

28 20 8 000 8 900 19 0.16 



100 m Downstream from SS'and 72" sewers, opposite Tank Farm 



137 20 1 1.0 12 0.02 

77 20 88 35 31 0.04 

31 75 252 185 18 0.73 

1245 1 500 190 22 100 



250 m Downstream from 2nd Street sewer, opfKisite Dow's intakes 

— — — — — ■ i 
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Approximately 78 stations were sampled in both Canadian and 
American waters In May 1985. Figure 3.40 illustrates levels of 
PCBs, OCS and HCB found at locations extending from the CN tunnel 
to the southern extent of Suncor, No sediment contamination was 
observed in the immediate downstream vicinity of the tunnel. As 
in 1983, the Township ditch and 1st Street sewer complex are 
identified as major sources of PCB, OCS and HCB. A rapid decline 
along and across the river similar to that observed in 1983 
occurred for all parameters; adjacent to the 1st Street sewer, 
however, values escalated into the ppm range. HCB remained in 
excess of 1 ppm (1247 ug/g), while PCB and OCS levels again 
dropped to below 0.5 ppm. Peak levels were measured 600 m below 
the 1st Street sewers for all three parameters, suggesting inputs 
■from additional (i.e., 3rd Street sewer) Dow outfalls. 

In response to a spill of perchloroethylene from Dow 
in August 1985, a further investigation to monitor impacts on 
sediments was undertaken. Sampling design was similar to the 
1983 survey, as transects were positioned within a 2.5-km reach 
of the river adjacent to Dow. 

Chemical components of sediments from selected stations 
using full scan GC/MS (V. Taguchi, MOE, personal communication) 
are shown in Table 3.16. Compoiinds such as hexachloroethane, 
hexachlorobutadiene , perchloroethylene, hexachlorobenzene, penta- 
chlorobutadiene , tetrachlorobenzene, pentachlorobensene and 
octachlorostyrene were mainly confined to an area (40 x 300 m) ■ In 
the vicinity of the Ist Street sewer. Most of the compounds were 
well below 0.1 ppm at or downstream from Sancor (1800 m down- 
stream from 1st Street sewer complex) transect. 



Table 3.16 Deteinnlnatlon of Extractable Orgaalc Compounds (ppn) In Sedlaeats by CC/MS, Septenber 1985 
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Surficial sediments (0 to 3 cm) were also analyzed for 
PCB/pestlcides, volatlles and chlorinated aromatic hydrocarbons, 
Volatiles were determined by a headspace GC screening method as 
outlined in MOE's Handbook of Analytical Methods (1983). The 
identities of these volatile compounds should be considered 
tentative unless confirmed by mass spectrometry. The concentra- 
tions are to be considered minimum levels. However, the actual 
level in the sediments may not be higher than a factor of 2. 

Hexachloroethane; 1 ,2,4-trichlorobenzene, 1 ,2,3-trichloro- 
benzene, 2,4,5-trichlorotoluene, hexachlorobenzene and octa- 
chlorostyrene were identified by routine GC analysis and 
generally confirmed results achieved by GC/MS. 

With the , exception of hexachlorobenzene and octachloro- 
styrene, analyses for chlorinated aromatics are semi-quantitative 
and present a minimum value only. 

Table 3.17 shows levels of perchloroechylene, hexachloroben- 
zene, octachlorostyrene and PCBs at selected locations along the 
Ontario shoreline of the river. Figures 3.41 to 3.45 illustrate 
profiles of contaminants at the above locations. Levels upstream 
from the Township ditch were representative of less significant 
inputs such as Imperial Oil, Sarnia Sewage Treatment Plant and 
non-point sources. Levels of perchloroethylene at this station 
ranged from 0.07 to 0.18 yg/g, HCB from O.OI to 0.09 ug/g, OCS 
from 0.02 to 0.15 ug/g and PCB from 0.02 to 0.15 yg/g. 
Increased levels were noted at a location just above Dow's 1st 
Street sewers. However, the HCB/OCS contaminant ratio of 2 was 
approximated to the upstream location value, indicating similar 
contaminant sources. 



Table 3.17 Trace Organic Levels In Sedlnents, September 1985 
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Perchloroechylene values increased to 14 000 ppm, Indicating 
the effect of the spill. In an area opposite Dow's 1st Street 
sewer complex, levels of perchloroethylene were 49 000 ug/g 
(4.9%) at 40 m offshore. Extremely high perchloroethylene 
concentrations in this area are the result of small globules of 
tarry material in the sediment. Farther downstream from Dow's 
l8t Street sewers, perchloroethylene levels decreased to 100 yg/g 
at 40 m offshore. The HCB/OCS ratio increased to between 5 and 
200, Indicating inputs of these chemicals are mainly from Dow 
sources rather than the Township ditch. 

The patterns of higher levels offshore as compared with 
those near shore were also observed in the monitoring of bottom 
waters in the 1st Street sewers area. The effect of these high 
levels is localized, since- significant decreases were observed at 
the southern end of Suncor. 



Dioxins 

Profiles of dioxins along the shore are shown in 
Figures 3-46 and 3.47. Sediments upstream from the Township 
ditch (southern end of Imperial Oil) contained total chlorinated 
dibenzo-p-dioxins of 0.2 ppb at 10 ra offshore, 0.03 ppb at 20 m 
offshore, and 0.3 ppb at 40 m offshore. The only congeners 
detected were octachloro-dioxins. Similarly, the total 
chlorinated dibenzofurans consisted primarily of octachloro- 
furans at 0.3 ppb levels 10 m offshore and 0.03 ppb 20 m 
offshore. No chlorinated furans were detected at 40 m offshore. 

Concentrations of total chlorinated dibenzofurans increased 
to 106 ppb just above Dow's Ist Street sewers, Oct a- and 
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hepcachloro-furans were Che main congeners at levels of 95 and 
7.5 ppb, respectively. A level of 0.2 ppb tetrachloro-dloxins 
(2 isomers) was the only dioxin congener found. Total 
chlorinated dibenzodioxins increased to 15.2 ppb In sediments 
located opposite the 1st Street sewers, whereas total 
dlbenzofurans decreased to 40.6 ppb. 

Levels of total chlorinated dlbenzofurans downstream from 
Che 1st Street sewers amounted to 11.5 ppb at 40 m offshore. 
Locations near Che shore (at 10 and 20 ra offshore) exhibited 
0.6 ppb total chlorinated dlbenzofurans, the main congeners being 
hepta- and ocCa-. 

A maximum total dibenzodioxln level of 0,7 ppb (primarily 
octachloro-dioxin) was detected at the 40 m offshore site coin- 
ciding with the maxima observed for dlbenzofurans. 

Farther downstream, at the southern end of Suncor, levels of 
total chlorinated dibenzodioxins decreased to 0,1 ppb and total 
chlorinated dlbenzofurans decreased to 5.6 ppb. At Walpole and 
Wallaceburg water intakes, both chlorinated dibenzodioxins and 
chlorinated dlbenzofurans were generally at or below detection 
levels. 



Summary 

Both MOE and DOE surveys found two hot spots for HCBD, OCB, 
HCB and CCS, which are major by-products of the production of 
chlorine and chlorinated solvents. These stations were near the 
Township ditch, which drains the Dow Scott Road landfill site, 
and in the vicinity of Che Dow 1st Street sewer complex. The 
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most significant of these two sources appears to be Dow's 1st 
Street sewers. This contamination is a consequence of perchloro- 
ethylene liquid losses in conjunction with continuous discharges 
of the above chlorinated organics. 



RECXJMtan Mrrcw 



Losses of liquid perchloroethylene, carbon tetrachloride 
should be curtailed. Causes of these losses should be 

determined , 

Evaluation to ascertain the effect of contaminated sediments 
on the biota and water column should be undertajten. 
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BIOLOGICAL SDRVEYS 

Conmnmlty Structure Analysis 

The health of the raacrozoobenthic community of the St. Clair 
River was assessed in 1968, 1977 and twice In 1985 (May and 
November). The November 1985 survey was designed to assess the 
Impact of an August spill of perchloroethylene from Dow and 
delineate the extent of impact. In each survey, samples were 
taken by Ponar grab and processed as described in Thornley (1985) 
and Griffiths (1985). 

Indicators of pollution (tubificids 80% of total number of 
benthic organisms and for environmentally sensitive organisms 
( Hexagenla limbata ) ) were used to provide insight into the health 
of the benthic fauna as related to Impacts of industrial and 
municipal discharges. 

Along the Ontario shoreline of the St. Clair River upstream 
from major point sources as well as on the Michigan side of the 
river where there is little municipal or industrial development, 
the benthic communities were balanced in terms of pollution 
tolerant, Intolerant and facultative organisms in both the 1968 
and 1977 surveys. A greater number of organisms per square metre 
and a greater number of taxa were found in the 1977 survey. 

In the 1968 survey (MOE, 1979), the benthic community was 
impaired on the Ontario side of the river, downstream from the 
petrochemical complex. From this point down to the mouth of Che 
river, no pollution sensitive organisms were found, the number of 
taxa per station was 5 to 7 compared with 9 to 13 at the upstream 
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and Michigan sites, and pollution-tolerant forms dominated the 
community. 

Results of the 1977 survey (MOE, 1979) indicated signifi- 
cantly Improved, but still impaired, conditions. The numbers of 
taxa per station in the lower river had increased compared with 
the 1968 results, some pollution sensitive organisms had 
reappeared in the lower river. However, the distribution of 
Hexagenia did not change over the 1968 to 1977 period. Hexagenia 
were found at 16% of stations sampled In 1968 and at 15% In 1977. 

The May 1985 survey (MOE, 1986) revealed changes in the 
benthic community which suggest that water quality conditions of 
Che whole river have improved. A comparison of water quality 
zones between 1977 and 1985 indicate that the down river zone of 
good water quality advanced up river approximately 10 km over the 
eight years. In addition, water quality conditions within the 
impacted and recovery zone have improved since 1977 (Fig. 3.48). 
Low densities of some pollution intolerant benthic species which 
were absent from the impacted zone in 1977 were present at most 
stations in the impacted zone in 1985. A general Increase in 
species richness was also observed in the recovery zone over 
1977. 

In November 1985, a benthic survey was carried out in 
response to the Dow spill between the Township ditch and the 
southern end of Suncor. A comparison of the results of the May 
and November 1985 surveys for the above area showed that there 
was generally an increase in the number of taxa per station in 
November but little change in abundance of organisms per square 
metre. This is an effect of seasonality. However, in an area 
extending about 100 m downstream from Dow's 1st Street sewer 
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Figure 3.48 Water quality zones of the St. Clair River In Hay-June of 1977 and 1985. 
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complex there were changes in the benthic community Inconsistent 
with the changes attributed to seasonality. ' In this zone, a 
reduction in the number of taxa, a reduced abundance and an 
absence of certain species of Invertebrates Indicated that the 
invertebrate fauna had been negatively affected by Impaired water 
quality conditions. The perchloroethylene spill which entered 
the river via Dow's 1st Street sewer was probably responsible for 
the impairment of water quality. 

The benthic community of Lake St. Clair was assessed in 1977 
(Hiltunen and Manny, 1982) and in 1^83 (MOE, unpublished). 
Nowhere in Lake St. Clair in 1983 did the percentage of tubl- 
ficids exceed 60Z, indicating good water quality conditions in 
the lake. The sensitive mayfly Hexagenia llmbata was well repre- 
sented in both 1977 and 1983, and distribution seemed to be 
influenced more by substrate than by water quality. 

In summary, although sections of the St. Clair River still 
show an impaired benthic community, especially in the immediate 
area of Che petrochemical industry, conditions have improved 
markedly since the initial 1968 surveys. The August 1985 spill 
of perchloroethylene from Dow Chemical Co. was the probable cause 
of a degraded benthic community in a 100 m stretch of river 
downstream from Dow's 1st Street sewer complex. 



ACDTE LETHALITY OF SEDIMENTS 

Laboratory bioassays were conducted on the sediment from the 
St. Clair River in the vicinity of the spill. The objective of 
the bioassays was to determine whether the sediments in the 
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vicinity of the spill could be toxic to benthic or other 
organisms in the area. 

The major concern in carryinf? out these studies, was that 
the methods used are presently in the developmental stage. No 
standardized protocol exists for either carrying out sediment 
bioassays or for interpreting the results. Notwithstanding the 
above, the results of this study provide some insight into the 
Impact of the spill on biota. 

The organisms selected for the sediment bioassay are 
indigenous to the St. Glair River. The test organisms Include a 
benthic invertebrate Hexagenia llmbata , which is a burrowing 
mayfly, an eplbenthic organism Hyallela azteca, which is an 
araphipod that lives at the sediment water Interface, and the 
fathead minnow ( Pimphales promelas ). 

Invertebrate and vertebrate organisms were exposed in 
separate 1.5-L containers for a period of 96 ± 4 hours. 
Dissolved oxygen levels were maintained at or near saturation, 
while temperatures remained at ambient levels and varied between 
19° and 23°C. At the end of each test, mortality was assessed 
based on the presence or absence of movement. 

Tests were carried out on two sets of sediments. The first 
set was collected September 23 to 28, 1985, from Sarnla Bay; 
between Polysar and Dow; and immediately below the Dow 1st Street 
sewer discharge. Sediments were collected by Ponar grab and 
shipped unrefrigerated to the MOE laboratory in Toronto. Upon 
receipt, sediments were refrigerated at 4°C until tests were 
begun. A screening bioassay was conducted on the sediments to 
give preliminary indications of toxicity (Table 3.18a). 



Table 3.18a Pr wHaln a r y Bloassay Results on Sedinents Collected 
In the St, dalr Hlver September 23-28, 1985 







Percent Survival 






Fathead 






Station 




Minnows 


H. azteca 


H. llmbata 


Samla Bay 










Control 




100 


m 


100 


Below Polyaar above 


Dow 


80 





100 


Below Dow 







t 


50 



Table 3.18b Bloassay Results on Sediments Collected In the 
St. dalr River Hbvember 3-7, 1985 
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Table 3.18c Bloassay Results of Conparlsoa Between Sediments 
Collected in the St. CLalr River September 23-28 and 
November 3-7, 1985 
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A second set of sediments was collected (November 3 to 7) 
from the same three locations as In the original collection and 
additionally at 200 and 400 m below the 1st Street outfalls to 
determine the spatial extent of the zone of Impact. Results of 
bioassays on these sediments, run in duplicate, are presented in 
Table 3.18b. 

A further comparison was made between samples collected at 
all locations for both sediment sets (Table 3.18c). To determine 
if perchloroethylene was responsible for the mortality observed 
in this bioassay, control sediments from Sarnla Bay were spiked 
with reagant grade "Baker Analyzed" perchloroethylene. 



Results and Discussion 

The results of the sediment bioassay indicate that sediments 
in the St. Clair River above the "chemical valley" are not 
acutely toxic (defined as 100% mortality). However, within the 
chemical valley this situation changes. The sediments collected 
upstream from Dew's discharge but within the chemical valley are 
acutely toxic to some species of benthic invertebrates. The 
sediments directly upstream from Dow were to serve as a control 
and it was expected that there would be little or no mortality of 
the test organisms. However, the sediments are toxic to H. 
azteca and some mortality occurred in both the fathead minnows 
and _H. limbata . This finding complicates any interpretation that 
is to be made of the effects of the Dow spill of perchloro- 
ethylene. 

In the bioassays conducted on the Dow sediments collected in 
September, the results of both the preliminary and subsequent 
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experiments were similar and indicated that the sediments were 
acutely toxic to organisms living in, on or above the sediments. 
However, the bioassays on spiked sediments suggest that the 
toxicity of the Dow sediments was not due solely to the per- 
chloroethylene. Further data on the perchloroethylene levels as 
well as other compounds in the sediments are required to confirm 
this. 

By the time the sediments had been collected in November, 
the situation had changed. The toxicity of the sediments had 
declined considerably. Although the sediments elicited an 
immediate behavioural response in fathead minnows, within hours, 
this response disappeared and the fish behaved similarly to those 
of the control. Since the results of Polysar station sediments 
and Dow station sediments are essentially the same, it is 
concluded that there was no longer a toxic effect from the 
perchloroethylene or, that the test methods were not sensitive 
enough to detect it. 

In summary, the methods used in this study, while still in 
the developmental stage, show promise for assessing the toxicity 
of sediments. The test results appear to be reproducible and 
logical. Relatively uncontaminated sediments, in this case the 
Sarnia Bay sediments, produce very little mortality, whereas, the 
sediments which are most contaminated, resulted in almost total 
mortality. 
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Contaalnants in Biota 

Information has been obtained by the Ministry of the 
Environment concerning the bioaccumulacion of contaminents by 
aquatic organisms and distribution in the environment along the 
St. Clair River system (Appendix). These include the uptake of 
contaminants by the attached alga Gladophera . by clean clams 
( Elliptio complanatus ) introduced in cages to the river environ- 
ment, by young fish collected to reflect the significance of 
localized sources and by sport fish species collected under the 
Ministry's Sport Fish Contaminant Monitoring Program. Results 
for these various programs reinforce the information provided in 
the earlier sections of this report concerning principal areas 
affected by contaminants and demonstrate the potential impacts on 
aquatic life and the fishery potential of the waterway through 
the bio-uptake mechanisms substantiated. 



Contaminants in Young Fish 

Collections of indigenous juvenile spottail shiners 
( Notropls hudsonius ) , emerald shiners ( Notropis atherinoides ) and 
yellow perch were taken in various years at three sites in the 
St. Clair River, four sites in Lake St. Clair, and at a control 
site in Lake Huron (Fig. 3.49). Fish on one or more occasions 
have been analyzed for PCBs, DDT, mirex, BHC, chlordane, HCB, 
DCS, PAHs, perchloroethylene, polychlorinated dibenzo-p-dioxins 
(PCDD) and dibenzofurans (PCDF), Hg and Pb. Collection methods 
are described in Suns et al. (1985) and analytical protocols in 
Ontario Ministry of the Environment (1981). Results are based on 
whole fish composites, each composite being a collection of 
10 fish. Data were examined for spatial distribution in the 



ERCH CREEK 
POINT EDWARD (BLUE WATER BRIDGE) 

DOWNSTREAM SUNCOR 
STAG ISLAND 
CORUNNA 



LAMBTON GEN. STAT. 




SOUTH CHANNEL (SEAWAY ISLAND) 

CHENAL ECARTE 
MITCHELL BAY 



PIKE CREEK 



THAMES RIVER 



14 



28 



42 km 



Figure 3.49 Spottail shiner sampling locations. 
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St. Clair River/Lake St. Clair to Identify areas of concern for 
point source identification. Some data were also evaluated for 
temporal trends as collections at one station (Pike Creek) in 
Lake St. Clair began in 1978. 



PCBs. DDT, Mirex, BBC. Chlordane 

With the exception of the Suncor collection from the 
St. Clair River, PCB residues in the other St. Clair River and 
Lake St. Clair young-of-the-year spottail shiner collections were 
below the IJC Aquatic Life Guideline (100 ng/g). PCBs in 
spottail shiners at Suncor' were significantly (P<0.01) elevated 
when compared to the Lake Huron control at Perch Creek 
(Fig. 3.50). PCB residues in spottail shiners from Lake St. 
Clair at Pike Creek have declined significantly (P<0.01) since 
1978 (Fig. 3.51), However, PCB residue reductions during the 
1980*8 have slowed considerably. 

Total DDT residues in all young-of-the-year spottail shiners 
from the St. Clair River and Lake St. Clair were below the IJC 
Aquatic Life Guideline of 500 ng/g. While there have been total 
DDT residue changes in spottail shiners from Pike Creek, there is 
no evidence of developing trends at this time. Mirex residues 
were not detected in any St. Clair River and Lake St. Clair 
spottail shiners 

Total BHC and total chlordane residues were generally lower 
in the St. Clair River and Lake St. Clatr collections than 
residues in spottail shiners from Lake Huron at Perch Creek. 
Chlordane residues in spottail shiners from Lake St. Clair at 
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= Organochlorine residues in 1982/83 young-of-the-year spottail shiner 
coilections from Lake Huron , the St. Clair River and Lake St. Clair 
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Figure 3.51 PCB, DDT, aercury and chlordene residue trends In young-of-the-ycar spottail 
shiners from Lake St. Clair at Pike Creek. 



92 



Pike Creek have decreased significantly (P<0.01) over a four-year 
period. 



Chlorinated Aronatlcs 

Hexachlorobenzene residues were elevated (231 ng/g) in spot- 
tail shiner collections from Suncor (Fig, 3.52). These residue 
accumulations were well above the Lake Huron control and well 
over the typical residue levels found in Great Lakes spottall 
shiners, which generally range from not-detected to 10 ng/g. 
Similarly, octachlorostyrene accumulations of 560 ng/g in the 
Suncor collections exceeded the not-detected to 6 ng/g range 
commonly found at other lower Great Lakes sites. These residue 
accumulations suggest active inputs of hexachlorobenzene and 
octachlorostyrene to the St. Clair River. Elevated octachloro- 
styrene residues in the St. Clair River spottail shiners extend 
to the Chenal Ecarte (28 ng/g) and the south channel (95 ng/g) 
estuaries in Lake St. Clair whereas the impact of hexachloroben- 
zene appears to be more localized. 



Poly cyclic Aromatic Hydrocarbons (PAHs) 

A total of 19 individual isomers were determined to assess 
the PAH content in young-of-the-year spottail shiners from the 
St. Clair River at Suncor. Of the 15 sites analyzed throughout 
the Great Lakes, PAH accumulations at Suncor ranked third highest 
with 4614 pg/g. At Suncor, 42% of the total PAHs In the shiners 
were isomers with known or suspected carcinogenic characteris- 
tics, the highest percentage found at any of the 15 Great Lakes 
sites. 



Chlorinated oromotic residues in 1982/83 young- of- the-year spoftail 
shiner collections from Lake Huron , the St. Clair River and LoKe St. 
Clair (rneons ±95%CL.) 
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Perchloroethyleae 

Perchloroethylene residues In emerald shiners appeared Co 
Increase with time following the spill on August 12, 1985, at Dow 
Chemical. Whereas perchloroethylene residues at Suncor and Port 
Lambton were 200 ng/g, and 19 ng/g, respectively, four weeks 
after the spill, the residues seven weeks after, at the same 
sites, were found to be 380 ng/g and 320 ng/g (Fig. 3.53). The 
highest perchloroethylene residue accumulations were found at 
Lambton Generating Station, some 20 km downstream from Dow 
Chemical and at Mitchell* Bay in Lake St. Clair. While these 
increases appeared to be real, the data are not supported 
statistically due to lack of replicate analyses. 

It should be noted that perchloroethylene' residues in 
emerald shiners upstream from the Sarnia industrial complex were 
non-detectable on both sampling occasions. 



Polychlorlnated Dlbenzo-p-Dloxlns (PCDD) and Dibenzofurans (PCDF) 

Dioxln tetra-congener (T^CDD) residues were not detected in 
any of the collections analyzed. Therefore, it may be concluded 
that biologically available 2,3,7,8-TCDD was not present in the 
water of the upper St. Clair River. Residues for the hepta- 
congener (H7CDD) were slightly elevated at Suncor and Stag Island 
when compared with the control (Fig. 3,54). 

The spatial distribution data of the TCDF residues indicate 
that residues in the control fish were similar to those of the 
downstream collections at Suncor and Stag Island, Considering 
the similarities in residue concentrations and Che number of 
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Figure 3.53 Tetrachloroethylene residues in juvenile emerald shiners froa the St. Clair 
River on September 11 and October 12, 1985. 
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Figure • Polychlorinoted dibenzo-p-dioxin and dibenzofuron residues (pgg") in 
juvenile emerald shiners from the St. Cloir River in 1985. 
( NO = non-detectoble , detection limit = 10 pg q"). 
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Identified Isomers, it may be concluded that TCDF inputs 
originated from Lake Huron and not from the Industries. 

Penta (P5CDF) and hexa-congener (HgCDF) residues were 
elevated in the Suncor and Stag Island collections compared with 
the control collection. However, since this observation was 
baaed on a single analysis, the significance of these differences 
cannot be determined. 



Mercury 

Mercury in spottail shiners from the South Channel and 
Mitchell Bay collections was significantly (P 0.05) elevated when 
compared to the Lake Huron control at Perch Creek (Fig. 3.55). 
Elevated mercury residues in the St. Clair River and Lake 
St. Clair are probably related to mercury inputs from Dow 
Chemical during the 1960s. Mercury concentrations in spottail 
shiners from Lake St. Clair at Pike Creek have remained virtually 
unchanged over a four-year (1978 to 1982) interval (Fig. 3.51). 



Lead 



Significant (P 0.01) elevations of total lead were found in 
young-of-the-year yellow perch collections at Corunna 
(Fig. 3.56). The collection site on the eastern bank of the 
St. Clair River was downstream from Ethyl Corporation of Canada, 
and the massive residue accumulations suggest active lead inputs 
to the River (DOE, 1986). 
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Figure 3.55 Mercury residues in 1982/1983 young-of-the-year spottail shiner collections 
from Lake Huron, the St. Clair River and Lake St. Clair (means + 95Jf C.L.)- 
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Figure 3.56 Total lead residues In young-of-the-year yellov perch from 
the St. Clair River in 1984 (means + 95X C.L.). 
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In summary, juvenile fish surveys have Identified elevated 
hexachlorobenzene, octachlorostyrene and PCBs In the St. Clair 
River downstream from the industrial complex at Sarnia, and 
elevated lead at Corunna. Considering the magnitude of the 
residue accumulations It may be concluded that active inputs of 
biologically available hexachlorobenzene, octachlorostyrene and 
lead exist to the River. 

Although the origins of polycycllc aromatic hydrocarbons and 
polychlorinated dibenzofurnas in the St. Clair River remain 
undetermined, there Is concern about the high carcinogen content 
In PAH residues and the potential for 2,3,7,8-TCDF being present 
In unacceptable concentrations. 

Temporal trend data show that PCB and total chlordane 
residues in young-of-the-year spottail shiners at Pike Creek have 
decreased significantly (P<0.01) over a four year (1978 to 1982) 
interval, whereas total DDT and mercury levels have changed 
little. 



RECOMMSiDATION 



It is reconnnended that addition^ efforts in cumlytical 
developnent for the analysis of PAH and PCDF to the isomer level 
for young-of-the-year spottail shiners in the St. Clair River 
system be provided to enhance source identification and permit 
expanded and more meaningful residue data evaluation. 
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CONTAMINANTS IN LAKE ST. CLAIR SPORT FISH 1970 TO 1984 

The Ontario government has collected and analyzed at least 
11 526 individual fish of 19 different species from Lake 
St. Clair in the period 1970 to 1984, Studies are ongoing with 
at least 200 fish of 10 species collected annually. Samples are 
taken by the Lake St. Clair Assessment Unit of Ministry of 
Natural Resources and analysed by the MCE. All data have been 
assessed using Health and Welfare Canada guidelines for human 
consumption. Consumption advice on fish from Lake St. Clair has 
been routinely made available to the public by means of the 
"Guide to Eating Ontario Sport Fish," which has been published 
annually since 1978 (MOE/MNR, 1985). 



Mercury In Lake St. Clair Fish 

An estimated 100 000 kg of mercury was lost to the St. Clair 
River by the Dow Chemical Co. chlor-alkali plants In the 1950s 
and 1960s. As late as September 1969, up Co 31 kg/day was still 
being released. By May 1970, losses were less than 0.4 kg/day. 
Later, discharges ceased altogether (Neary, 1981). 

Mercury levels in the edible portion (skinless, boneless 
fillet) of Walleye Stlzostedion vitreum (Mitchell) have shown a 
steady decline since 1970 (Fig. 3.57). The current average level 
is 30% of the 1970 value. At present, walleye up to 45 cm (18") 
contain less than 0.5 ppm mercury and are suitable for unlimited 
consumption. 

The mercury level in northern pike, Esox lucius ( Linnaeus ) 
fillets In 1970 was about double that of the walleye at the time 
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Figure 3.57 Mercury in Lake St. Clair fish. 
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(Fig. 3.58). Levels are now less than 25Z of the 1970 values and 
pike up to 45 cm (18") contain less than 0.5 ppm mercury and are 
suitable for unlimited consumption. 

White bass Morone chrysops ( Raflnesque ) mercury levels are 
less than 20Z of the 1970 values (Fig. 3.58) and specimens up to 
30 cm (12") contain less than 0.5 ppm. 

Yellow perch, Perca flavescens ( Mitchell ) , had lower mercury 
levels in 1970 than white bass, pike or walleye. As of 1984, 
mercury levels were about 20% of the initial measurements and 
perch up to 25 cm (10") contain less than 0.5 ppm (Fig. 3.58). 

Channel catfish, Ictalurus punctatus ( Raflnesque ) . a shallow 
water omnlvore (in contrast to the four previously discussed 
predatory species) shows similar declines in mercury levels over 
time In spite of Its somewhat different feeding habits. 
Specimens up to 55 cm (22") in length contain less than 0,5 ppm 
mercury (Fig. 3.59a). 

Carp, Cyprinus carplo ( Linnaeus ), another shallow water 
omnlvore shows an identical pattern and degree of decline In 
mercury levels as the channel catfish. Similarly, carp up to 
55 cm (22") contain less than 0.5 ppm mercury and are, therefore, 
suitable for unlimited consumption (Fig. 3.59b). 



PCB la Lake St. Clair Fish 

With the exception of two species, carp and channel catfish, 
PCB levels in the edible portions of Lake St. Clair fish have not 
exceeded the Canadian federal guideline of 2.0 ppm. 
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Figure 3.58 Mercury in Lalce St. Clair fish. 
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Figure 3.59a Mercury in Lake St. Clair fish. 
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Figure 3.59b Mercury in Lake St. Clair fish. 
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The data for walleye (Fig. 3.60) show variable but declining 
values. The variability may result from discontinuous or 
"patchy" exposure to this substance. The perch data show low, 
slightly declining levels from 1977 through 1983, In 
Figure 3.61, PCB declines in white bass are more clearly seen. 
Average values of PCB in carp have also declined since first 
measured in 1976. At one time the "Guide to Eating Ontario Sport 
Fish" advised limits on consumption of larger sizes of carp. 
This is no longer necessary, 

PCB in Channel Catfish have been variable due to the size 
variability. However, PCB levels average 50/! of those in 1976 
and Catfish up to 55 cm (22") are suitable for unlimited consump- 
tion. Those from 55 to 75 cm (22" to 30") exceed 2,0 ppm PCB. 
They are the only Lake St. Clair fish to do so. 



DDT la Lake St. Clair Fish 

Figures 3.62 and 3.63 show the average values of DDT and the 
best-fit geometric regression curves. In the period of measure- 
ment DDT has never exceeded the federal (Health and Welfare 
Canada) maximum allowable level of 5 ppm (5000 ppb) in any 
species tested (13 species). The curves for DDT show the same 
species relationship as the PCB data; channel catfish and carp 
are highest, white bass and walleye are similar and perch is the 
lowest (most values in perch are at or near the detection limit). 
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Figure 3.60 PCB in Lake St. Clair fish. 
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Figure 3.61 PCB in Lake St. Clair fish. 
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Figure 3.62 DDT in Lake St. Clair fish. 
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Figure 3.63 DDT in Lake St. Clair fish. 
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Chlordane In Lake St. Clair Fish 

Figure 3.64 gives the average values and best-fit regression 
curves for chlordane in channel catfish, carp and white bass. 
Gradual restriction In the use of chlordane began in the late 
1970s and this is reflected by the data. There is no published 
tolerance level for chlordane in fish flesh in Canada. A guide- 
line of 300 ppb has been used In the U.S.A. Current values do 
not approach this criterion. 



Lindane in Lake St. Clair Pish 

Figure 3.65 shows the near detection limit values of lindane 
In carp. 



Hexachlorobenzene In Lake St. Clair Fish 

Figure 3.66 compares the average values of HCB detected In 
Lake St. Clair channel catfish. 1982 and 1983 values are about 
50% of those recorded In 1981. In comparison, HCB levels in 
southern Lake Huron catfish were much lower than Lake St. Clair 
specimens. 

Figure 3.67 gives similar data for carp from both loca- 
tions. Values in Lake St. Clair specimens are again lower in 
1982 and 1983 than In 1981. In 1983 Lake Huron samples of carp 
were higher in HCB than the Lake St. Clair specimens. 
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Figure 3.64 Chlordane in Lake St. Clair fish. 
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Figure 3.65 Lindane in Lake St. Clair fish. 
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Figure 3.66 HCB's in channel catfish froa Uke St. Clair and S. L«k« Huran. 
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Flsur* 3.67 BCB's In carp Irom Lakt St. Clair and S. Lah« Buron. 



Octachlorostyreae In Lake St. Clair Fish 

Figures 3.68 and 3.69 present the limited data for OCS In 
channel catfish and carp. As with HCB, channel catfish from Lake 
St. Clair have higher levels than do Lake Huron specimens. With 
carp, the reverse Is the case. 



Chlorinated Dloxlns and Dlbenzofurans In Lake St. Clair Fish 

Three species of fish collected in 1982 from Lake St, Clair 
were analysed for 2,3,7,8-TCDD and TCDD/TCDF or PCDD/PDCF. The 
dioxln 2,3,7,8-TCDD was detected in channel catfish (mean of 
0.89 ppt) and carp (mean of 0.6 ppt). No 2,3,7,8-TCDD was 
detected in walleye. This information was sent to Health and 
Welfare Canada in May 198A. The maximum allowable level of this 
dloxin in fish flesh has been set by Health and Welfare Canada at 
20 ppt. Assessment of the other dloxlns and dlbenzofurans by the 
MOE proposed equlvalent-to-2,3,7,8-TCDD method (MOE, Sept. 1985) 
is given in Table 3.19. Carp collected from the St. Clair River 
at Corunna by Great Lakes Fisheries Research Branch (DFO, 1986) 



Table 3.19 PCDD/PCDF Equivalent to 2,3,7,8-TCDO Values 
In 1982 Lake St. Clair Sport Fish 



2378-TCDD Equivalent 2378-TCDD 
(includes 2378-TCDD) Mean and Range 
Species Number ppt 



Carp 


10 


Channel catfish 


9 


Walleye 


10 



1.7 0.6 (ND - 2) 

1.8 0.90 (ND - 4.7) 
1.8 ND 



Large numbers of Lake St. Clair fish samples for dioxins and 
dlbenzofurans are presently undergoing analysis in the MOE Dloxin 
Laboratory. 
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Figur* 3,68 Org«nochlorlnes in channel catfish froa Laka St. Clair and S. Laka Buron. 
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were found to have 4 ppt and 5 ppt of 2,3,7,8-TCDD and 2,3,7,8- 
TCDF, respectively. At the present time, the source of 
chlorinated dloxlns and benzofurans is unknown. 



Lead in St. Clair River Fish 

Table 3.20 shows the data for total lead obtained in a 1983 
survey of edible portions of sport fish collected at Stag Island, 
Innnediately downstream from the Ethyl Corp. discharge. These 
levels did not require any limitation on consumption of sport 
fish because of lead. In 1985, large numbers of fish (257) of 
six species were collected In the St. Clair River for further 
assessment of • the Ethyl Corp. discharge (see also DOE, 1986). 
These samples are awaiting analysis. 



Other Compounds 

Table 21 shows the results of whole fish analysis of a 
gizzard shad Dorosoma cepidlanum ( Lesueur ) and a channel 
catfish. Assessment of the feasibility of routinely monitoring 
the chlorinated benzenes, substituted phenols and PAH's in edible 
portions of sport fish is presently under study. 



RECOMME:tDATION 



Additional species of sport fish from I^ke 5t. Clair and 
Lake Huron (control) should be analyzed for chlorinated benzenes , 
dioxins, furans, PABs and substituted ptienolSf given the impor~ 
tance of the recreational fishery and the high public utilization 
of fish from this lake. 



Table 3.20 St. Clair River (Stag Island) Lead Sunraary 



Length (era) 



Weight (g) 



Lead (ppm) 



Location 



Species 



No. Mean Min. Max. Mean Mln. Max. Mean Mln. Max. 



St. Clair River 

Stag Island Rock Bass 24 16.1 11.8 21.9 102 33 262 0.15 0.11 0.20 

4253/8228 

Sarnla Twp. Yellow Perch 16 24.1 15.7 32.3 239 40 560 0.22 0.11 0.79 

Larabton Co. Carp 2 50.2 47.2 53.2 2137 1605 2668 1.21 0.23 2.2 

1983 

Rainbow Trout 5 27.5 19.3 48.2 397 75 1555 0.134 0.13 0.14 



Tabl« 3.21 Analytical Data oa Fish Collected from Lake St. Clair 
(ng/g) 



* = Less than 500 ng/g, 
** = Greater than 1000 ng/g. 

Species: CO = /rhannel catfish GS => gizzard shad 



Sample Identification LSC M0EF7 



Species GS CC 



Location St. Clair St, Clair 



Compound 

Alpha-BHC ND 13.0 

Hexachlorobenzene 100.0 1.8 

P.P'-DDt 64.0 570.0 

p,p'-DDD/o,p'-DDT 32.0 140.0 

p,p'-DDT ND UO.O 

DDMU ND ND 

Chlordanes ND 75.0 

Monochlors NT) 170.0 

Dichlorobenzene ND 140.0 

Dieldrin ND ND 

Naphthalene ND 4.6 

Phenanthrene ND 4.3 

Fluoranthene ND 1.0 

Pyrene ND ' 0.3 

PCB * *** 

CA-phenol ND ND 

Unkn.S (M.W.#180) 32.0 14,0 

Unkn.CL2 (M.W.#190) ND ND 

Possible Natural Compounds 

Benzoic acid ND ND 

Benzene acetic acid 4100.0 ND 

Benzene propionic acid 1900.0 ND 
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CLAM BIOMONTTORIKG STODIES 

Introduced clams ( Elllptio complanatus ) have been used as 
blomonltors to assess the distribution, biological availability 
and source areas of a number of chlorinated organic contaminants 
tn the St. Clair River. In 1982, caged clams were exposed at 
13 sites extending from Sarnla to the St. Clair River delta as 
described by Kauss and Hamdy (1985). In 1984, claras were exposed 
at 17 sites chosen to delineate source areas better. The soft 
tissue of the clams were analysed for HCB, OCS, 
pentachlorobenzene (QCB) HCBD, 2,4 ,6-trichlorotoluene (TCT) , PCB, 
aldrln, DDT, chlordane, p,p'-DDE, p,p'-DDD and a-BHC. 

Organochlorlnes such as hexachlorobenzene, pentachloroben- 
zene, octachlorostyrene, hexachlorobutadlene and PCBs were 
accumulated to a significant degree by the caged clams. The 
extent of the bioaccuraulation of these contaminants by the clam 
tissues was evident from detectable levels found In clams exposed 
at Port Lambton (Fig. 3.70a and b) . 

Although 1,2,4- and 1 ,3,5-trichlorobenzene and 1,2,3,5- and 
1.2,4,5-tetrachlorobenzene were present In the ambient river 
waters, they were not accumulated to detectable levels by clam 
tissues. It Is possible that these four compounds were more 
rapidly metabolized and eliminated by clams under the prevalent 
river flow and temperature conditions. 

The major input area of the above compounds is the 1.8-km 
section of river front from the Township ditch to the Dow's 1st 
Street sewer complex. Additional inputs of these compounds, but 
at lower levels, also occurred in 1 km section from the mouth of 
Talford Creek (Shell Canada) to the bottom end of Petrosar. 
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Figure 3.70a 1984 St. Clair River chlorinated organic compounds in clana. 
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Figure 3.70b 1984 St. Clair River chlorinated organic compounds in clams. 



AMBIENT CONDITIONS - CONCLUSIONS 

Monitoring programs initiated by DOE and MOE during the 
period September to December 1985 indicated that ambient condi- 
tions (water, sediment and biota) are adversely affected by 
discharges from industries located in the Sarnla area, namely the 
chemical valley. This adverse Impact was compounded by the 
effects of the August 13-16 spill of perchloroethylene from Dow's 
1st Street sewer complex. 

The contaminated puddle composition was mainly perchloro- 
ethylene during the September survey. In December, the puddle 
composition was perchloroethylene and carbon tetrachloride. The 
minor components of the puddles constituted HCB, HCBD, OCS, OCB, 
tetrachlorobenzene, hexachloroethane, trlchlorobenzene, tri- 
chloroethylene and trlchloroethane, comprising 3% of the total. 
These puddles were mainly found in an area 50 m square opposite 
the 1st Street sewer complex. The nature of the river bottom in 
the area where a trench exists resulted in accumulation of the 
puddles on the river bottom sediment. Dibenzo dioxlns and 
dibenzo furans were found in the contaminated puddles but there 
was not 2,3,7,8-TCDD or 2 ,3,7,8-TCDF. 

Chlorinated organics, such as hexachloro benzene, hexachloro- 
butadlene, OCS, pentachlorobenzene , tetrachlorobenzene, trl- 
chlorobenzene, carbon tetrachloride and perchloroethylene, are 
found in water, sediment and biota along the Ontario shoreline of 
the river. The extent of Impact was observed as far as the river 
mouth. There was little transboundary pollution observed from 
Ontario sources to the Michigan side of the river. 
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The compounds HCB, HCBD, QCB and 1 ,2 ,4-trichlorobenzene 
found in the ambient river water resulted in violations of the 
MOE and U.S. EPA criteria for the protection of aquatic life in 
certain sections of the river. 

Although there were Indications of definite presence of 
1 ,2,4,5~tetrachlorobenzene, 1 ,2,3,5-tetrachlorobenzene, penta- 
chlorobenzene, benzene and carbon tetrachloride in the treated 
drinking water, there were no violations of the drinking water 
criteria at the downstream water supplies (Walpole and Wallace- 
burg). 

During the course of the present study, sediment core 
samples indicated that the deeper layer () 3 cm) is characterized 
by tarry material which may reflect the effect of previous dis- 
charges or spills. The Identity and origin of this material are 
not known at present. 

Surficial sediment results revealed that there were two 
areas with severe contamination with HCB, HCBD, OCB and OCS which 
are major by-products of the production of chlorine and 
chlorinated solvents manufactured by Dow Chemical. These areas 
were near the Township ditch which drains the Dow Scott Road 
landfill site, and in the vicinity of the Dow 1st Street sewer 
complex. The most significant of these two sources appeared to 
be Dow's 1st Street sewers. This contamination is a consequence 
of perchloroethylene liquid losses in conjunction with continuous 
discharges of the chlorinated organics. Traces of dlbenzo 
dioxins and furans were found but no 2,3,7,8-TCDD or TCDF were 
detected. It appears that these two areas have a localized 
effect on the river bottom dwelling organisms. There was a 
general improvement in the health of the benthic community during 
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the period 1977-1985, wlch the exception of a section of approxi- 
mately iOOm long along Dow's shoreline where forms of life were 
absent. The perchloroethylene spill has contributed to this 
impairment. Also, sediment in this section was acutely toxic. 
Effects of industrial discharges on the higher food chain (e.g., 
sport fish) were detected. However, contaminants such as HCB, 
PCBs, OCS and mercury have declined in sport fish (edible 
portion) significantly in the last decade. 
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APPEtTDIX 



Chaiicals listed are of environmental significance and have heen 
identified in various aquatic compartnents of the St. Clair River. 
The Ministry of Environinent (MOE) Provincial Water Quality 
Objectives (PWOO) are designed to protect aquatic life. Where 
possible, other water quality criteria have been listed. Fish 
consumption guidelines for mercury and PCB's have been developed by 
Health ti Welfare Canada and adopted for use in Ontario, Aquatic 
compartments, where chenicals have been identified, include water 
(W), sediment (S), biota (R) and industrial effluent (E). 

The environmental significance of a chemical is indicated in 
terns of its environmental persistence, toxicity to aquatic biota 
and potential for bioaccumulation. Also, included in this section 
of the table is information on the carcinogenic properties of 
various chemicals. 

A carcinogen is a chemical that has produced positive 
carcinogenic results in more than one replicated animal laboratory 
test but may or may not have been confirmed epidemiologically or 
clinically in human studies. A possible carcinogen is a chemical 
that has been shown carcinogenic in at least one aminal study. A 
mutagen has been shown to be mutagenic in more than one replicated 
short-term bioassay. A teratogen is a chemical that has produced 
significant reproductive effects in animal studies. 

Environmental persistence has been assessed according to the 
following categories (t-1/2 = half-life). 

Categ or y t 1/2 in weeks in water or sediment 

Very Persistent > 52 

Persistent 40-52 

Non-Persistent < 40 

Toxicity to aquatic biota has been assessed according to the 
following categories. 

Aquatic Toxicity Category 96 hr. LC50 (mg/L) 

Extremely toxic 
Highly toxic 
Moderately toxic 
Slightly toxic 
Relatively non-toxic 

Bioaccumulation potential has been assessed according to the 
following categories: 

Bioaccumulation Category Rioaccumulation Factor 





< 1 




1-10 


10-100 


100- 


■1000 


> 


loon 



Extreme 


> 100,000 


High 


lo.oon-ioo.ooo 


Moderate 


1,000-10,000 


Low 


100-1,000 


Non 


< 100 



CONTAfllNAHTS OF POTENTIAL CONCERN 



EflVIRONHEHTAL SIGNIFICANCE AND OBJECTIVES 



CHEMICAL NAME 



1.1.1-TRICHLOROFIHANE 



1.1,2.2-TETPACHLOROnWME 



1,1.2-TRlCHLOROrnWffi 



l.l-DICHLOROETHYLDC 



1.2. 3 j ^S-TETRACmOROBElgEME 



1 . 2. 4. 5-TETRACHLOROBENZENE 



MOE 



PWQO 



0.10 Mg/L 



1 , 2 , 4-TOI CHL0ROBEN2INE 



1.2-DrCHLOROBENZENE 



1.2-DICHLOROrmAME 



1,2-OICHLOROPROPANE 



l,3-DICHlOROBE?tZDiE 



1.4-DICHLQR0BEHZH€ 



2.3.7.8-TCDD 



2.4,6-TBICHLOROPHENOL 



2, 4. 6-TRICHLOROPHENOL 



2,4-DINITROTOLlOI 



AMIMHACEKE 



BEH2ENE 

aD)ZQ(A)AWmRACElg 



0.15 Mg/l 



0.O5 ug/L 



2.5 ug/L 



2.5 )ig/L 



4.0 ug/l 



13 ug/L 



18 Mg/L 



OTHER AfffllENT WATER 



QUALITy OBJECTIVES 



FISH 



COMSUMP. 



non-detectabla CAEOCj" 



25 Mg/L* 



BEMZOCAjPYREME 
BEireoCB)FLUORAMrHI}ffi 



BEH2Q(k)FLU0FIANTHENE 



B[3C2-iErrHYHZiyL)PHnWLATE 



CADMIUM 



CAFaOMTETPACHLORIDE 



CHLOROBENZENE 



CHLOROFORM 



DiaDRIN 



nWLBE>IZENE 



FLUORANTHENE 



HEXACHLOROBEMZE}(E 



0.6 



Mg/L 



0.2 jij/t 



15 Mg/L 



0.01 Mg/L & 1 ug/g CAEOCT 



AQUATIC 



COMPART. 



V£ 



VE 



WE 



VE 



WE 



SE 



SEB 



VE 



20 ng/kg 



0.7 Mg/L (aee USEFA) 



001 Mg/L 



7QG Mg/L" 



HEXAaiLOROBOTADIENE 



iHEXA'M-OROBtn'EKE 



0.0065 Mg/L 



SEB 



SEB 



WE 



SB 



V£ 



VE 



SBE 



SB 



EWIRONHEtflAL SIGNIFICANCE 



aod. toxic, non-persistent, autagen 



aod. toxic, non-persistent, carcinogen 



nod, toxic, non-pemistent, carcinogen 



slightly toxic, non-persiatent. possible carcinogen 
extreme, toxic, aod. persistent, wod. bioaccumilation 



e>{treine. toxic, aod. persistent, mod, bioaccuwalation 



aod. toxic, nod. bioaccunulation 



highly toxic, low bioaceujiiulation, carcinogen testa inconclusive 



slightly toxic, noo-persi stent, carcinogen 



aod. toxic, autagen 



highly toxic, low bioaccuwulation 



extreme, toxic, low bioaccunulation. carcinogen tests inconclusive 



persistent, very toxic 



extreme toxic, non-persistent, possible carcinogen 



extreme toxic, non-persistent 



aod. toxic, autagen 



aod. toxic, low bioaccuwulatlon 



aod toxic, low bioaccuaulation. non-persistent, carcinogm 



carcinogen 



aod bioaccuaulatea. mod, persistent, carcinogen 



carcinogen 



highly toxic, autagen. teratogen 



extreme, toxic, aod. bi o accuau 1 ates 



slightly toxic, non-persistent, carcinogen 
aod. toxic, low bloaccumulation 



slightly toxic, non-persistent, carcinogen 
extreme, toxic, persistent, carcinogen 



aod. toxic, non-persistent 



aod. bioaccunulation 



extreme, toxic, high bioaccunulation. very persistent, mutagen 



extreme, toxic, carcinogen 



CHEMICAL MAME 



HEIACHLOBOrraANE 



HE3CACHL0R0PR0PANE 



LEAD 



KEBCURY 



OCTACHLOROSTYBENE 



OIL AND GREASE 



PCBs 



PCDDs 



PCDFs 



PEKtACH-OFlOBEKZENE 



PPTTACHLOHOBirrAD lEHE 



PENTACHLOBOEIHANE 



COtlTAHINANTS OF POTENTIAL CONCERN - ENVIRONMEflTAl SIGNIFICANCE AND OBJECTIVES (con't.) 



HOE 



PtfQO 



25 ^g/L 



0.2 u£/l 



0.00 ug/L 



ForrACHLORocYaopROP.'u^: 



PEOTACHLOROPHENOL 



PENTAGHLOROPROPAME 



PEWTACHIOROPBOPENE 



PEHCHLOBOETHVirNE 



PERVLENE 



PHENANIHBEWE 



PYRENE 



JTYRENE 



0.O3 ug/L 



0.5 M£/L 



TCTRRACHLOROBLTTAHE 



TOLUEJC 



TRl CHLOBOETHYLEHE 



TRIHALOMETHAJGS 



100 jig/L" 



2SD ng/1* 



OTHEB AMBIENT WAHJ* 



gUALITY OBJECTIVES 



2.8 M£/l (see USEPA^I 



0.012 Ml/L Cli^Aj 



FISH 



COKSUMP. 



AQUATIC 



COMPART 



SE 



0.5 ug/g 



2-0 ue/g 



0.4 ug/L CAEOCy" 



SB 



VSBE 



SB 



EMVIROMHEKTAL SIOHiriCANCE 



■od. toxic 



extreme, toxic 



extreae. toxic, highly bioaccuimlative 



indicator of organic chemical coiita«inati<«i 



V^E 



high bioaccuinlation. very persistent 



toxicity. bioaccuMulation and persistence vary with chlorine substituenta' 
toxicity. bioaceuBulation and persistence vary with chlorine substituents" 
high bioaccuMulation 



extreme, toxic, 



nod. toxic 



VE 



SB 



SB 



extreuig. toxic, very persistent 



aod. toxic, non-persistent, carcinogen 



low toxic 



e>ftreine. toxic 



nod, toxic, non-persistent 



VE 



VE 



■od. toxic. nc(n-persi stent 



nod, toxic, non-persistent, autagen. possible carcinogen 



non-persistent group of cheaicals fonned dirir^ chlorlnation 



* HOE Inttrii Vattr Quality Qultitline* 

USEFA Lkiitvd Statn EnvlronMnUl Protection /l^ency 

AEOC Aquatic EcotyttM Objcctlvti Conjttat 



' Ui*s» art objtctivvs that have btan veitntifically att but hav« not baan 
through a fonaJ p«r review and aubtaqutnt approval 

for CMJHIUM and LEAD the»« water quality crluria represent four-day 
»vera(e concentratlona calculated ipecificaliy for the St. Clair Biver 

tlie AEOC recoaaandc tM adoption of these objective* Into the 1978 Qrvat 
Latcea Vater ^ality A|ree>ent, to be used, where applicable, together 
with exlftlnf objectives 

Ihe AEOC 1 vt/t objective for BENZO (A) tmx reprtunU a recoM«tde<t 
aabiint aediMnt concentration 
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4- POINT SOURCE SURVEY AND URBAN RUNOFF 
Introduction 

The Ontario Region of the Environmental Protection Service, 
In co-operation with the Ontario Ministry of the Environment 
carried out a point source effluent screening survey for all 
major industries and municipal sources between and including Esso 
Petroleum and Suncor at the end of November 1985 (Table 4.1). 

A list of facilities, sampling sites and the type of sample 
collected is contained in Table 4.1. Industrial intakes and 
process effluents and/or final effluent discharges to the 
St. Clair River were sampled. Intakes were analysed to determine 
the background contamination in water being used by the plants. 
The final effluent from the Sarnia municipal sewage treatment 
plant was also included. 

In addition to the industrial/municipal point sources, a 
survey of the Township ditch, the Scott Road Outfall and the Dow 
Scott Road landfill was also conducted. The Township ditch 
discharge to the St. Clair River has historically been a source 
of contaminants. The Hydraulics Division of the National Water 
Research Institute (NWRI) also sampled the Sarnia municipal 
treatment plant, the Township ditch and urban storm sewers as 
part of its study on urban runoff. This information is also 
reported in this section. 

A total of 24 water samples were collected. A single sedi- 
ment sample from the Township ditch was also collected. Liquid 
samples were analysed for volatile organics, chlorobenzenes and 
other chlorinated extractable compounds, polynuclear aroraatics 
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(PAHs) and chlorophenols. The sediment sample was not amenable 
to volatlles analysis; however, chlorinated dioxlns were 
analysed. Volatile organics were analysed by Barringer Magenta of 
Rexdale, Ontario. Chlorinated extractable organics, PAHs and 
dioxlns were analysed by the National Water Research Institute 
(>JWRI), Burlington, Ontario. 

Appendix I (Tables 4,1 to 4.24) contains the analytical 
data. Appendix II provides brief descriptions of each of the 
sources sampled, including products and waste water treatment for 
the industries. Sampling methods and references for the analyti- 
cal methods are contained in Appendix III. These appendices 
appear at the end of this chapter. 

Three areas of discussion follow. The first Involves the 
matching of effluent composition with the contaminants present In 
the perchloroethylene puddles found on the river bottom, offshore 
of Dow Chemical. The effluent characteristics of some of the Dow 
sewers suggest that a continuing input of many of the contami- 
nants in the perchloroethylene puddles is occurring. The second 
area of discussion highlights the overall findings of the indus- 
trial effluent survey and attempts to Identify potential areas of 
concern. A comparison with the last major effluent survey data 
of 1979/80 is also made.* Lastly, the contamination of the 
Township Ditch by the Scott Road landfill and other sources is 
reviewed. 



* St. Clair River Point Source Survey 1979-80, MCE/EPS 1985. 
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ST. CLAIR RIVER STUDY AREA 



MICHIGAN 



Detroit 



ESSO PETROLEUM CANADA 
SARNIA WPCP 
ESSO CHEMICAL CANADA 
SAHNIA TOWNSHIP DITCH -^ 



POLYSAH CORPORATION LTD. 



DOW CHEMICAL OF CANADA LTD. 



SUNOCO INCORPORATED 




CABOT CARBON 
RB ERG LAS 
POLYSAR 

HOLMES INSULATION 
Fl BERG LAS 

(DISPOSAL SITE) 
I.O.E.L. 

(disposal siteD 

POLYSAR ^ 

(DISPOSAL SITE) 

DOW CHEMICAL 
{DISPOSAL SITE) 



Scale (Km.) 

\ 2 

1 ' I 



Fiqure 4-1 
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Comparison of Efflaents with Perchloroethylene Puddles 

The chemical composition of Che perchloroethylene puddles 
discussed In the Perchloroethylene Puddles section of the report 
can be compared with the characteristics of the effluent samples 
collected during the study. The major components of the puddles 
were 60X perchloroethylene (tetrachloroethylene) and 30% carbon 
tetrachloride. Additional minor components (about 3%) which were 
also quantified are: 

Hexachloroethane 0.8% 

Hexachlorobutadlene 0.6% 

Hexachlorobenzene 0.4% 

1 ,1 ,1-trlchloroethane 0.5% 

* Trichloroethylene 0.3% 

Octachlorostyrene 0.02% 

Pentachlorobenzene 0.01% 

Tetrachlorobenzenes 0.02% 

Trichlorobenzenes 0.02% 

All of the above compounds were analysed in point source 
effluents as well as the Scott Road/Township ditch samples. 
Table 2 compares the relative magnitude of concentrations for 
each of the above parameters in the Dow point source effluents 
(concentrations for the 11 components were totalled and percen- 
tages based on the total were calculated; total was multiplied by 
1.07 since the 11 compounds represent approximately 93% of the 
river bed material). None of the other point source effluents 
were significant sources of perchloroethylene or carbon tetra- 
chloride, the major components of the perchloroethylene puddles, 
and are therefore excluded (see Volatile Organics Tables 4,3 to 
4.8). 
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The percentage results do not match exactly, though per- 
chloroethylene and carbon tetrachloride are the major components 
In many cases (25 to 51Z and 30 to 95% respectively). The 1st 
Street sewers appear to be the major sources of many of the 
11 contaminants suggesting that there is a continuing input. 
Perchloroethylene and carbon tetrachloride are the major para- 
meters in the Ist Street 42" sewer and the 30** Acid Tile 
especially. Elevated concentrations of these pollutants were 
also found in samples of the Dow effluents collected by MOE, 
September 23 to 27, 1985 (Table 4.21). 

In conclusion, the Dow Chemical sewers are a continuing 
source of the major components found in the perchloroethylene 
puddles, while the other sources surveyed are not. The total 
daily loadings of perchloroethylene and carbon tetrachloride from 
the Dow sewers were approximately 14 kg/d and 26 kg/d respec- 
tively. 

In terms of the minor components of the perchloroethylene 
puddles such as hexachloroethane , hexachlorobutadiene, hexa- 
chlorobenzene and other chlorinated benzenes and chloroethanes 
(Tables 4,9 to 4,12), Dow, including the Dow Scott Road landfill, 
is again the major source though traces of these compounds (up to 
0.20 ug/L) were found in the Suncor, Esso Petroleum, Sarnia WPCP, 
Polysar and Esso Chemicals effluents. 
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Overall Findings 

The St. Clair Study allows a characterization of the 
effluents, keeping In mind that only a single sample was collec- 
ted. The variability of the discharges cannot be assessed. 
However, the chemical characteristics of the sources sampled can 
be determined. Each source is discussed below in these terms. 
New York State (NYS) ambient water quality standards and guide- 
lines were consulted to determine the significance of some of the 
trace data (Table 4.22). These criteria are intended to protect 
human health in terms of drinking water supplies and contact 
recreation and should be met at the edge of the mixing zone. In 
addition, the U.S. EPA proposed organic chemicals industry 
effluent limitations guidelines were also used to interpret the 
data. Best Available Technology (BAT) Option I effluent limits 
were used. These are expected to be met with existing Best 
Practicable Technology (BPT). If a BAT I effluent guideline was 
not available for a given contaminant, BAT Option II values were 
used. These limits are meant to be met using Best Available 
Technology, 



1. Esse PetroleuB 

Treated process effluent from the Esso refinery was sampled. 
This effluent mixes with cooling water prior to discharging 
to the river. This effluent was not a source of volatile 
organics (Table 4.3). Low concentrations of chlorinated 
extractables and chlorophenols , all below NYS ambient water 
quality criteria were detected in the effluents. The Biox 
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effluent contained many of the PAHs analysed at low 
concentations with acenaphthylene only exceeding I ug/L. 



Esso Chemical 

The major volatile in the Esso Chemical final effluent was 
vinyl chloride at 66 ug/L (Table 4.3) which is just over the 
U.S. EPA Option II BAT daily maximum effluent limit. This 
is equivalent to a loading of 2.3 kg/d. Like the Esso 
Petroleum Biox effluent, this discharge contained very low 
concentrations of chlorinated extractable compounds. A 
pattern of PAHs at low _ concentrations similar to the 
refinery effluent was also present, acenaphthylene being the 
only component in excess of 1 ug/L. 



3. Samia WPCP 



The sewage treatment plant effluent contained low concentra- 
tions of volatile organics including perchloroethylene at 
3.7 ug/L (EPS sample - Table 4.3) and at 26 ug/L (NVRl 
sample). Extractable chlorinated organic compounds were 
present at very low concentrations below NYS ambient water 
quality standards and guidelines (Tables 4.9, 4.13 and 
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4.23). PAHs were also present at low concentrations 
(Table 4.17). 



4. Polysar LlaJLted 

With the exception of benzene, the concentrations of vola- 
ttles in the Polysar effluents were quite low. Polysar is a 
major source of benzene (Table 4.4), originating mainly with 
the 72" sewer (4,000 ug/L or 110 kg/d). The U.S. EPA BAT 
Option I daily maximum for this compound is 245 ug/L. The 
Polysar effluents contained very low concentrations of 
chlorinated extractable compounds, many of which appear to 
originate with the intake (Tables 4.10 and 4.14). Very low 
concentrations of PAHs were present in the effluents 
(Table 4.18). 



RECOMMBlDATiaf 



The source of benzene in the Polysar 72' sever should be 
identified and treated. 



5. Dow Chcnilcal 

The Dow sewers contained a broad range of volatiles at 
elevated levels compared with the other point sources 
(Table 4.5). The Ist Street 48", 2nd Street and 4th Street 
sewers were the least contaminated. The most significant 
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volatile organics in the remaining sewers (i.e., in excess 
of 100 ug/L) were; 

l9t Street 42" Sewer: 1 ,2-dlchloroethane* 

Perchloroethylene 

1st Street 30" Acid Tile: 1 ,1-dlchloroethene * 

1 , 1-dichloroethane 
1,2-dichloroethane* 
1,1, l-trichloroethane* 
Carbon Tetrachloride 
Trl chloroe thene* 
1 , 1 ,2-trlchloroethane* 
Perchloroethylene* 

1st Street 54" Sluice: 1 ,2-dichloropropane 

3rd Street Sewer: Benzene* 

Ethyl benzene* 
Styrene 

The total loading of U.S. EPA volatile priority pollutants 
from Dow was estimated to be 242 kg/d (Table 4.8). U.S. EPA 
has not developed an effluent limit for styrene. 

Compared with the other point sources sampled, Dow was the 
major source of neutral extractable chlorinated organics, 
especially 1 ,2,4-trlchlorobenzene, hexachlorobenzene, hexa- 
chloroethane and hexachlorobutadiene (Table 4.11). 



* Compounds present In the effluents in excess of U.S. EPA BAT 
OPTION I or II daily maximum effluent concentrations. 
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The 1st Street 42" sewer and 30" Acid Tile were the main 
sources of these compounds. 1 ,2,4-trlchlorobenzene was 
discharged below the New York State ambient water quality 
standard for the sum of all trlchlorobenzenes of 10 ug/L. 
The remaining compounds generally require a 1 In 200 
dilution to meet the New York ambient water quality 
standards and guidelines. 

The Dow sewers contained very low concentrations of chloro- 
phenols, three of which may have originated with the Intake 
water (Table 4.15). Dow appears to be a minor source of 
polynuclear aromatics. 



REayMMniDATIONS 

1, The effluent levels of volatile organics, particularly 
perchloroethglene and carbon tetrachloride r should be 
reduced. 



2, Based on the findings for water and sediments, the 
effluent levels of persistent chlorinated organics, 
notably hexachlorobutadieoe and hexachlorobenzene should 
be reduced, 

3. The source of ethylbenzene and benzene in the Dotf 3rd 
Street sewer should be identified and treated. 
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Suncor 

Compared with the other refinery samples, the Suncor 
impounding basin effluent was more contaminated. However, 
the Suncor intake, located downstream of Dow Chemical, was 
the most contaminated of those sampled. Many of the 
contaminants being discharged by Dow and Polysar (benzene 
only) were detected in the intake. This includes carbon 
tetrachloride (3.5 ug/L) , perchloroethylene (5.6 ug/L) , 
benzene (23 tig/L) and chlorinated extractable compounds. 

On the day of sampling, the refinery experienced a major 
power failure which resulted in an emergency shutdown of 
part of the operation and a fire In one unit area. This may 
have placed an extra load on the wastewater treatment plant 
so that the data may not reflect normal conditions. 

Suncor 's wastewater treatment system is presently being 
expanded so that all wastewater from the refinery will be 
biologically treated (on line late 1986). 

The impounding basin effluent contained slightly elevated 
concentrations of 1 ,2-dichloroethane, 1 , 1 ,1-trichloroethane, 
benzene and xylenes (Table 4.3). Very low concentrations of 
neutral extractable chlorinated compounds and essentially no 
chlorophenols were present. All of the PAHs analysed were 
found including naphthalene at 23 ug/L, fluorene at 1.9 ug/L 
and phenanthrene at 2.3 ug/L. 
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Comparison with 1979/80 Survey Data 

The results for the six week survey were compared with 
historical data gathered in 1979 and 1980 (St. Clair River Point 
Source Survey 1979/80, MCE/EPS September 1985). It should be 
noted that the 1979/80 study involved more extensive sampling 
(3 to 8 days) as compared with the present study (1 day). In the 
1979/80 report, the data was presented in ranges such as 10 to 
100 iig/L. The results of this comparison are summarized for each 
facility and the Township ditch below. 



1. Esso Petroleum 

Three compounds found in the 10 to 100 ug/L range in 1979/80 
were all below 1 ug/L in the present survey (chloroform, 
fluorene, hexachlorobenzene) . 



2) Easo Chemical 

Nine compounds found in the 10 to 100 ug/L range in 1979/80 
were all below 1 ug/L in the present survey (methylene 
chloride, benzene, toluene, naphthalene, acenaphthylene, 
acenaphthene , fluorene phenanthrene and pentachlorophenol) , 



3) Polysar 

Six compounds found in the 10 to 100 ug/L range in 1979/80 
were below 3 ug/L in the present survey. Benzene, present 
at 4,000 ug/L in the 72" sewer in 1985 had not been seen 
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previously. The Stereo API has historically contained high 
concentrations of benzene (1 to 10 ug/L to 10,000 to 
100,000 ug/L in 1979/80, 500 ug/L 1985). 



4) Dow Chemical 

The Dow 2nd and 4th Street sewers were not sampled in 
1979/80. The remaining outfalls are discussed individually 
below. 

1) 1st Street 42" Sewer 

In both 1979/80 and 1985, the following compounds were 
found in the 10 to 100 ug/L range or greater: 
Chloroform, 1 ,2-dichloroethane, carbon tetrachloride, 
1 ,1 ,2-trichloroethane, perchloroethylene or 1,1,2,2- 
tetrachloroethane (one in four samples 1979/80). 

The following compounds were found in the 10 to 100 ug/L 
or greater range in 1979/80 but below 5.6 ug/L in the 
present study: methylene chloride, 1 ,1-dlchloroethane, 
1,1 ,1-trlchloroethane, 1 ,2-dichloropropane, benzene, 
bromoform. 

ii) 1st Street 48" Sewer 

Seven compounds found In the 10 to 100 ug/L range in 
1979/80 were found below 3 ug/L in the present study 
( 1 , 1-dichloroethane, 1 ,2-dichloroethane, carbon tetra- 
chloride, 1,2-dichloropropane, benzene, bromoform and 
perchloroethylene) . 
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ill) 30" Acid Tile 

In both 1979/80 and 1985, the following compounds were 
found In excess of 100 ug/L: 1 ,1-dlchloroethane, 
1 ,2-dichIoroe thane, carbon tetrachlorde , trichlcro- 
ethene, 1 ,1 ,2-trlchloroethane and perchloroethylene. 

The following compounds were present In excess of 
10 ug/L 1979/80 and 1985: Methylene chloride, 
1,1-dlchloroethene (530 ug/L 1985), chloroform (100 to 
1,000 ug/L 1979/80 one sample of three), l,l,l-trl- 
chloroethane (710 ug/L 1985) and 1 ,2-dlchloropropane. 

The following compounds were present in excess of 10 to 
100 ug/L or greater in 1979/80, but not in the present 
survey: Bis (2-chlororaethyl) ether, benzene, toluene, 
ethylbenzene, hexachlorobutadlene and naphthalene. 

Iv) 54" Sluice 

Three compounds were present in the 1979/80 and 1985 
data in the 10 to 100 ug/L range: 1 ,2-dichloroethane, 
1,2-dichloropropane , perchloroethylene. Carbone tetra- 
chloride and 1 , 1 ,1-trichloroethane were in this range in 
the recent survey. 

v) 3rd Street Sewer 

In the 1979/80 samples, carbon tetrachloride and benzene 
were found in the 10 to 100 ug/L range in one of three 
samples. The 1985 sample contained 95 ug/L of carbon 
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tetrachloride and 490 yig/L of benzene as well as high 
concentrations of ethylbenzene (500 >ig/L) and styrene 
(not measured in 1979/80). 



5) Suncor 



The following compounds were found in 1979/80 in the range 
of 10 to 100 jig/L or greater, but not in the present survey: 
methylene chloride, chloroform, trans-1 ,3-dichloropropylene, 
perchloroethylene, acenaphthylene, fluorene, phenanthrene, 
fluoranthene, pyrene, benzo (a) anthracene, 2,4-dichloro- 
phenol and 2 ,4,6-trichlorophenol. 

The concentrations of benzene and 1 ,2-dichloroethane were In 
the effluent in excess of 10 jiig/L in 1985 only. 



6) Township Ditch Before Polysar 

Compounds present In the 1979/80 ditch samples in the 10 to 
100 pg/L range were benzene and bromofonn. In the present 
study chloroform and 1 ,2-dlchloroethane were in this range. 



7) Intakes 

Intakes were sampled In both 1979/80 and the present survey. 
Of the 33 compounds identified in 24 samples at 8 intakes 
in 1979/80, 6 were identified at levels greater than 10 ug/L 
on 14 occasions in 1979 ( I ,2-dichloroethylene, chloroform, 
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trans-l,2-dichloroethylene, 1,2-dichloropropane, di-n- 
butylphthalate (not analysed 1985) and bis (2-eChyl hexyl) 
phchalate (not analysed 1985). Other intakes contained 
trace contaminants generally below 1 ug/L. The Suncor 
intake contained benzene (23 ug/L), perchloroethylene 
(5.6 yg/L) and carbon tetrachloride (3.5 ug/L) all of which 
were present at elevated concentrations in the Dow sewers 
and Polysar's 72" sewer (benzene only). Overall, Intake 
water quality was improved compared with 1979. 



Dow Scott Road Landfill, Scott Road Outfall and Township Ditch 

During the Point Source Survey samples of the Dow Scott Road 
landfill before and after carbon treatment were collected to 
assess the efficiency of treatment and to determine the land- 
fill's contribution to the Scott Road ditch. The Scott Road 
ditch outfall to the Township ditch and the Township ditch 
itself, upstream of Polysar at the Armak Chemicals Building west 
of Vidal Street, were also sampled (see Fig. 4.2). NWRI also 
sampled the Scott Road outfall and the Township ditch just before 
it passes west under Vidal Street, I.e., upstream of the EPS 
sampling site. 

The Dow Scott Road landfill has a collection system for 
leachate and surface runoff which collects in a lagoon on the 
north side of the site. An Interlocking sheet-steel dike 
completely surrounds the site and extends 5 m below ground Into 
heavy clay. The lagoon contains high concentrations of volatile 
organics with 1,2-dichloroethane, carbon tetrachloride, 1,1,2- 
trichloroethane, and perchloroethylene greater than or equal to 
1,000 ug/L (Table 4.6). Elevated concentrations of neutral 
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extractable organics are also present Including hexachloroethane, 
hexachlorobutadiene and 1 ,4-dlchloroben2ene. Chlorophenola such 
as 2,4,5-trlchlorophenol and 2, 4-dlchloro phenol were present as 
well as Che herbicides 2,4-D and 2,4,5-T (Table 4.16), suggesting 
that 2,4-D waste may have been disposed of at Che site. PAHs 
(Table 4.20) are present at low concentration, with naphthalene 
being slightly elevated (4.7 yg/L) . 

The effectiveness of carbon treatment is difficult to 
interpret for some of the volatile compounds which actually 
appeared to increase In concentration, perhaps due to the satura- 
tion of the carbon and/or analytical variability. Others were 
decreased or eliminated (below detection limit). Carbon treat- 
ment was more consistent for the chlorinated extractables which 
were consistently reduced (Table 4.12). Hexachlorobutadiene and 
1,2,4-trlchlorobenzene remained in the landfill discharge above 
1 yg/L. Chlorophenols were reduced below their detection limits, 
however, there was little effect on the chlorophenoxy acids 
(2,4-D, 2,4,5-T). PAHs were also reduced. 



RECOMMENDATIOH 



The effectiveness of the Dow Scott Road landfill carbon 
treatment facility should be investigated. Modifications should 
be implemented to reduce losses of persistent chlorinated 
organics, especially hexachlorobenzene and hexachlorobatadiene. 



The Scott Road outfall drains the east side of Scott Road 
south to Hwy 40B and discharges into the Township ditch. It 
receives cooling water from Holmes Insulation, surface runoff, 
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Dow landfill effluent and periodic discharges from the Polysar 
and Fiberglass landfills. The volatile organics detected were 
the same as those found in the Dow Scott Road discharge, though 
at lower concentrations; 1 ,2-dlchloroethane {910 ug/L) and 
1 ,1,2-trichloroethane were at the highest concentrations 
(Table 4.6), NWRI also identified perchloroethylene in this 
outfall and similar values for the chlorinated extractable 
compounds (Table 4.23). 

Reduced levels of chlorinated organics were also encoun- 
tered, however, 1 ,4-dlchlorobenzene and 1,2,4-trichlorobenzene 
were at higher concentrations in the Scott Road outfall than in 
the Bow Scott Road landfill, suggesting that there is an 
additional .source of these compounds. Chlorophenols and 
2,4-D/2,4,5-T remained at low concentrations. 



RECOMMENDATION 



Additional sDurces of chlorinated organics to the Scott Road 
outfall, 1,2-dichlorobenzene and 1,2,4-tricblorobenzene in 
particular, should be investigated. 



The Township ditch upstream of Polysar contained low concen- 
trations of organics, though chloroform, 1 ,2-dichloroethane, 
1,4-dichlorobenzene, 1 ,2 ,4-trichlorophenol and hexachlorobuta- 
diene stand out. The ditch has the characteristics of an 
industrial effluent as opposed to surface runoff. The NWRI 
sample east of Vidal Street contained similar concentrations of 
perchloroethylene, hexachlorobutadiene and other compounds 
(Table 4.23). 
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Due to historical contamination of the Township ditch, 
principally originating with the Dow Scott Road landfill, a 
3.7 km section of the ditch up to Polysar was excavated by Dow 
in 1983-84. No background data was available for the excavated 
sediments. 



RBOOMHBfDATiat 

Sourc&s of chlorinated organics to the Toffnsbip ditcbf in 
addition to the Scott Road outfall, should be investigated. 



A sediment sample was collected from the bottom centre of 
the Township ditch at the bridge leading to the Armak Chemicals 
Building using an Ekman dredge. The sediment was mainly clay as 
opposed to silt or mud. The sample contained parts per million 
concentrations of dlchlorobenzenes, 1 ,2,4-trichlorobenzene, 
hexachlorobenzene, hexachlorobutadiene and octachlorostyrene. 
Dioxins were also analysed. No tetra, pent a or hexachloro 
dibenzo-p-dloxln were detected. Heptachlorodloxln was present at 
0.17 ug/kg. Octachlorodloxin was also present (0.44 ug/kg). 



RECOMMmOATION 

The ejctent and degree of contamination of the Township ditch 
sediments should be further investigated. 
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Urban Runoff 

Urban runoff is recognized as a non-point source of trace 
organics. Runoff is discharged into receiving waters via 
combined sewer overflows, storm water discharges, and overland 
flow. 

A survey of the Point Edward/Sarnia area identified 12 out- 
falls which discharge runoff into the St. Clair River. These 
12 outfalls comprise four combined sewer overflows and seven 
storm sewers. Additional outfalls drain the adjacent industrial 
area. 

Recognizing the effects of land use on runoff quality, it 
was desirable to subdivide the developed area into two sub-areas 
and to design the sampling program accordingly. The first sub- 
area represents Point Edward and Samia (without the industrial 
part) and the second sub-area represents the chemical industry 
along Vidal Street South (Esso, Polysar, Dow), 

The non-industrial sub-area comprises about 21 km^ of 
primarily residential urban land. To estimate the loading of 
trace organics in runoff from this area, it was necessary to 
calculate the annual runoff volume and to estimate its composi- 
tion by sampling. The annual runoff volume was estimated by the 
Soil Conservation Service (SCS) method* as 5.2 x 10^ mVyear. An 
additional volume is discharged in the form of combined sewer 
overflows which are estimated as 5% of the annual sewage volume. 



* A procedure developed by the U.S. SCS and widely used in Canada 
for computation of surface runoff on the basis of soil and 
surface classifications. 
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or 1.1 X 10 m^/year. Thus the total annual volume of runoff and 
overflows from this sub-area is 6.3 x 10^ m^/year. Using mean 
concentrations of suspended solids In this volume, the annual 
yield of suspended solids was estimated as 1100 tonns/year. 

Samples of runoff and wet weather flows in combined sewers 
were collected at three sites listed in Table 4,23. The first 
site was a combined sewer overflow structure at Clifford Street. 
The second site was located on Campbell Street, just east of 
Whltraore Avenue. The third site was located on Cathcart 
Boulevard, east of Lecaron Avenue, quite far from the Industrial 
area. 

Analytical results for water samples collected at these 
three sites are given in Table 4.2> for the major components of 
the perchloroethylene puddles. The results do not show much 
variation. The lowest levels were found at the Clifford Street 
overflow which mainly drains an industrial area. Two-thirds of 
the data were below the detection limit. 

The second sub-area was the industrial area at the sound end 
of the City of Sarnla. This sub-area comprises 4 km^ of indus- 
trial land enclosed by the St. Clair River, St. Clair Parkway, 
Vldal Street South and Christina Street. Two sampling sites were 
established along the Vldal Street perimeter of the sub-area. 
The Vldal Street North site was established at the junction of 
Vldal and Andrew Streets. The Vldal Street South site was 
established about 100 m north of Churchill Road. Since the whole 
area is served by private roads and sewers, it was not possible 
to establish other sites closer to the sewer outfalls. 
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The analytical results obtained for both industrial sites 
are shown in Table 4.23. Although the contaminant levels 
observed were somewhat higher than those in residential areas, 
the differences were not pronounced. 

The annual runoff from the industrial sub-area was estimted 
as 1.7 X 10 m^/year and this volume is expected to carry about 
700 tonnes of suspended solids. 

Since the differences in the composition of residential and 
industrial runoff were relatively small, it was decided to 
combine both sub-areas in calculations of loadings. Thus, the 
combined area produces about 7.8 10^ mVyear of runoff and about 
1800 tonnes/year of suspended solids. In annual loading calcula- 
tions, the raaximura runoff concentrations from Table 4.23 were 
adopted to compensate for non-raonltored inputs within the 
industrial area. The calculated loadings are also given in 
Table 4.23. Considering that these loadings are annual as 
opposed to daily, the values for urban runoff are very low. 

In conclusion, urban runoff is a very minor source of the 
components of the perchloroethylene puddles (Table 23) compared 
with industrial sources and the municipal water pollution control 
plant. 

Besides water samples, a number of sediment samples were 
also collected. Analytical results given in Table 4.24 include 
data for both residential and industrial area sediment samples. 
The observed levels are relatively low except for the Township 
ditch. There was no need to consider these sediment data in 
loading calculations because of the extraction of unfiltered 
water samples when analysing liquid samples. 
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POIHT SOORCE SDRVET CONCLUSIONS 

1. Dow Chemical effluents, especially the let Street sewers, 
contain many of the same compounds as the perchloroethylene 
puddles found on the river bottom. The continuous discharge 
of contaminated effluents from the Dow 1st Street sewers 
does not in itself account for the formation of the 
perchloroethylene puddles. 

2. Compared with the other point sources sampled, Dow was the 
major source of neutral extractable chlorinated organics, 
especially 1,2,4-trichlorobenzene, hexachlorobenzene, hexa- 
chloroe thane and hexachlorobutadiene. 

3. For Che Esso Petroleum, Esso Chemical and Sarnia TOCP 
effluents, the contaminants analysed were generally found at 
very low concentrations requiring zero or minimal dilutions 
to achieve ambient water quality standards and objectives. 
The total net loadings of volatile hydrocarbons from these 
three sources were 0.96 kg/d, 2.6 kg/d and 2.0 kg/d, respec- 
tively. 

4. Polysar was a major source of benzene originating mainly 
the 72" sewer. The total net loading of volatile hydrocar- 
bons was 115 kg/d of which 112 kg/d was benzene. 

5. The Dow sewers are significant sources of volatile pollu- 
tants compared with other industrial sources in the present 
survey and those studied previously on the Great Lakes. 
The total net loading for volatile hydrocarbons was esti- 
mated to be 242 kg/d. Six major pollutants accounted for 
84% of this loading (1 ,2-dichloroethane, perchloroethylene, 
1,2-dichloropropane , carbon tetrachloride, benzene and ethyl 
benzene). Ethylbenzene and benzene totalled 132 kg/d. 
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6. The Suncor Intake, located downstream of Dow Chemicals, 
contains many of the compounds being discharged at high 
concentrations by Polysar (benzene only) and Dow. The total 
net loading of volatile priority pollutants from Suncor was 
I.l kg/d. 

7. A comparison of historical organics data for 1979/80 with 
the present survey indicates some improvement, but a greater 
number of samples would be required to make a proper 
comparison coupled with an examination of abatement measures 
that have occurred during the period. 

8. The Dow Scott Road Landfill leachate contains the chloro- 
phenoxy herbicides 2,4-D (18 ug/L) and 2,4,5-T (1 wg/L) , 
high concentrations of volatile organics including 
1,1-dichloroethane, 1 ,2-dlchloroe thane, chloroform, 
trlchloroethane and 1, 1 ,2-trlchloroethane. Loadings could 
not be calculated due to a lack of flow information. 

The levels of 2,4-D and 2,4,5-T In the disposal site 
leachate appeared to be unaffected by carbon treatment. 
High concentrations of volatlles were also observed after 
carbon treatment. All chlorophenols were effectively 
removed by treatment. The Scott Road site was also a source 
of trlchlorobenzene and hexachlorobutadiene. The Dow Ist 
Street 30" Acid Tile and the Polysar 66" Sewer also 
contained detectable levels of 2,4-D. 

9. The Scott Road Outfall contains many of the contaminants 
discharged by the Dow Scott Road landfill, however, there 
may be other sources of chlorinated organics, especially 
chlorinated benzenes to the Scott Road ditch. 
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10. The Township ditch water at a point upstream of Polysar is 
moderately contaminated with volatile organics and extract- 
able chlorinated compounds, specifically: chloroform, 
1 ,2-dichloroe thane, 1 ,4-dichlorobenzene, 1 ,2,4-trichloro- 
benzene and hexachlorobutadiene. The loading of volatile 
hydrocarbons form the Township ditch was similar to that 
from Polysar. In terms of the loading of chlorinated 
extractable pollutants, the Township ditch was a greater 
source of hexachlorobutadiene and trichlorobenzenes than the 
Dow Ist Street sewers. 

# 

11. The Township ditch sediment collected upstream of Polysar is 
contaminated with chlorinated benzenes, hexachlorobutadiene, 
octachlorostyrene (found at low levels in most of the 
samples) and chlorophenols. 

12. Urban runoff in the Sarnia area is a minor source of 
perchloroethylene, hexachloroethane, hexachlorobutadiene, 
pentachlorobenzene, hexachlorobenzene and octachlorostyrene. 
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Possible Undergroond Sources 

Before it Vfas ascertained that Dow Chemical was directly 
responsible for the perchloroethylene found on the bottom of the 
St. Clair River, the possibility was raised that a hydrogeo- 
loglcal source of the contaminant existed. This was based on the 
fact that large quantities of Industrial wastes were disposed of 
by deep well injection from 1958 to 1976 In the St. Clair River 
area. The St. Clair River Situation Report released by MOE and 
DOE on November 18, 1985, provides a description of these 
disposal practices. 

MOE and DOE undertook a study on the CN Rail tunnel which 
provides an underground observation station to" monitor the move- 
ment and quality of ground water. The tunnel, about 30 metres 
(100 feet) below the ground surface, crosses under the St. Clair 
River between Sarnla and Port Huron, Michigan. The tunnel was 
constructed in 1889-1890 and Is approximately 1,830 metres 
(6,000) feet) in length. The tunnel was driven through the 
overburden between the river bed and the shale bedrock. The 
overburden consists primarily of silty clay till. Sand and 
gravel exist locally both above and below the tunnel elevation. 

Ground water leakage into the tunnel is low (around 
4,000 gpd) and occurs for the most part in a 160 m (520 feet) 
section on the Canadian side of the river. Leakage is directed 
to a sump and pumped out of the tunnel. Ground water samples 
were collected from the discharge sump and three piezometers In 
the tunnel on November 25, 1985. Detectable levels of chlorides, 
phenols, and polyaromatic hydrocarbons (PAHs) were found in the 
water samples from the piezometers (Table 4.25). Chlorinated 
hydrocarbons such as hexachlorobutadlene and octachlorostyrene 
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were found, at trace levels. In the discharge water sample 
(Tables 4,25 to 4.29 in Appendix I). 

Phenols do not occur naturally in ground water. Measured 
levels greater than 10 parts per billion are indicative of 
contamination from industrial wastes. The results suggest that 
industrial wastes may be contaminating the ground water around 
the CN Tunnel on the Canadian side. A possible source could be 
wastes from the former disposal zone (Detroit River Group) that 
have percolated upwards. The path for liquid waste transport 
could Include horizontal movement through the fresh water 
aquifer. The fresh water aquifer is found beneath the tunnel and 
above the Detroit River Group. The fresh water aquifer appeared 
to be contaminated locally in 1972 when several water wells began 
to discharge contaminated water. Pressures in the waste disposal 
zone have been high enough to produce a flow gradient upwards 
towards the fresh water aquifer. It Is possible that contami- 
nants have or are migrating towards the St. Clair River via the 
fresh water aquifer. 

The pathways in the bedrock by which wastes may have reached 
the fresh water aquifer and the tunnel have not been positively 
identified but could be one or more of the following: 

1. short circuiting up improperly plugged and abandoned 
oil, gas, salt and water wells in the vicinity; 

2. migration through a regional network of natural frac- 
tures; and 

3. upward movement along the annull of the disposal wells 
or leakage through corroded parts of the well casings. 
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RECOMMENDATIONS 

To ascertain whether the ground water flow pattern is as 
hypothesized, studies in the Sarnia area to determine the 
following are reoommended: 

1. The ground water flaw pattern in the fresh water aquifer; 

2. The water quality in the fresh water aquifer and seepage 
discharge to the St. Clair River; and 

S. The hydraulic head relationships between the fresh water 

aquifer, the rock layers above the Detroit River Group, the 
deep well disposal zone and the caverns in the Salina 
formation. 



In addition to the short term study on the CN Rail Tunnel, 
MOE and DOE have initiated a number of studies on the potential 
contamination of the St. Clair River originating from waste sites 
and discontinued deep well disposal practices. These studies 
have been undertaken within a three year joint Canada-U.S. study 
of the Upper Creat Lakes Connecting Channels. (This study is 
described extensively in the November 18, 1985, St. Clair River 
Situation Report.) The following is an abbreviated list of those 
studies: 

1) Survey of waste sites and assembly of existing data; - the 
Geologic, hydrologic and hydrogeologic nature of waste 
disposal sites are being characterized. The potential 
transport of contaminants from these sites in surface water 
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and groundwater are being assessed. Hazardous waste sites 
will be ranked according to their potential adverse impact. 

2) Specific investigations on Hazardous Waste Sites; - monitor- 
ing wells will be installed and water samples collected. 
Areas of groundwater discharge to the St, Clair River will 
be defined. 

3) Assessment of Deep Well Disposal Practices; - new monitoring 
wells will be installed and existing potable/abandoned wells 
will be sampled in order to assess extent of contamination. 

4) Assessment of Seepage of Groundwater into the St. Clair 
River; - the quantity and quality of seepage into the 
St, Clair River from the vicinity of historic deep-well 
disposal operations is being determined. 

Present information and data Indicate that the distribution 
of the fresh water aquifer is discontinuous and areas of 
contamination are likely localized within it. Consequently, more 
monitoring wells will be required. Continuing Ontario Ministry 
of the Environment programs will include fresh water aquifer 
sampling of the new monitoring wells and existing domestic wells. 

Environment Canada is funding a project by the Great Lakes 
Institute of the University of Windsor to assess the quantity and 
quality of seepage from the bed of the St. Clair River in the 
vicinity of Sarnia. A final report is expected by March 1986. 
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SPILLS 

There were 32 reported spill incidents from 1974 to date In 
which 10 or more metric tons of material were discharged to the 
St. Clair River. 

In the 11 year period, 9 spills involving 1182 metric tons 
of oil products occurred of which a total of 91 metric tons was 
unrecovered. Four latex spills totalled 142 metric tons of which 
none was recovered. Eight Inorganic material spills totalling 
4720 metric tons, 4175 unrecovered, involved salts, acid, caustic 
and brine. Two spills of styrene involved 4915 metric tons, with 
2780 metric tons unrecovered. The remaining seven spills of 
559 metric tons, of which 393 metric tons was unrecovered, 
comprised phenolic wastewater (239 metric tons), perchloro- 
ethylene llgnin liquor, ethylene glycol, process water, washwater 
and xylene. 

In view of the frequency and potential significance of 
spills into the St. Clair River, the Ontario MOE is undertaking a 
critical review of spill control capabilities at each of the 
industries in the area. Improved 24-hour spill response has been 
provided by the recently established Spills Action Centre and 
enforcement activity has been strengthened by the addition of two 
Investigation and enforcement officers to the Sarnla office. 




SPILLS TO ST. CLAIR RIVES OR TRIBUTARIES 

Involving 10 Tonnes or Greater of Material for Period 1974 to 1985 











Est. 


Not 








Spilled 


Recovered* 




Year 


Source 


(tonnes) 


(tonnes) Material 


Oil 


1976 


Suncor 


150 


30 


bunker C 




1976 


Suncor 


300 





bunker C 




1977 


CNR 


86 


17 


bunker C 




1978 


Esao Petroleum 


29 





gas oil 




1980 


Hall Corp. 
(vessel) 


21 


13 


bunker C 




1981 


CNR 


21 


4 


bunker C 




1981 


Esso Petroleum 


348 





gasoline 




1984 


Esso Petroleum 


116 


23 


No. 2 




1984 


Esso Petroleum 


16 


1 


No. 2 




1985 


Imperial Bedford 75 


1 


cat cracker 






(at Shell) 






feed 




1985 


Esso Chemical 


120 
1182 




91 


slop oil 


Latex 


1975 


Polysar 


17 


17 






1976 


Polysar 


m 


18 






1980 


Polysar 


m 


87 






1980 


Polysar 


20 
142 


20 
142 




Styrene 


1974 


Dow 


4504 


2700 






1978 


Polysar 


411 
4915 


80 
2780 




Inorganic 


1974 


Dow 


21 


21 


hydrochloric acid 




1975 


Dow 


28 


28 


sodium hydroxide 




1979 


Dow 


4080 


4000 


sodium chlorate 




1981 


Polysar 


13 


13 


sulphuric acid 




1981 


Dow 


379 


76 


sodium chloride 




1982 


Suncor 


16 





hydrochloric acid 




1983 


Esso Chemical 


19 


4 


sodium hydroxide 




1984 


Esso Petroleum 


164 
4720 


33 

4175 


brine 


Miscel- 


1975 


Polysar 


159 


33 


llgnin liquor 


laneous 


1975 


Esso Petrolexm 


239 


239 


phenolic waste 
water 




1975 


Suncor 


91 


73 


process water 




1975 


Eagle Transport 


11 


2 


xylene 




1976 


Dow 


13 





ethylene glycol 




1982 


Esso Petroleum 


46 


46 


wash water 




1985 


Dow 


54 
559 



393 


perchloroethylene 



* Estimate based on reports of percent recovered. 
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TABLE 4-1 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
SAMPLING LOCATIONS 



Faci 1 1 ty 


Samp ling Site 


Samp 1 e Type 


Date Sampled 


T imets ) Samp t ed 


Esso 

Esse Chem 1 ca 1 

Esso Pet ro 1 eum 


1 ntake 

Final Effluent* 

Btox Effluent** 


3 Grab Composite 
3 Grab Composite 
5 Grab Compos 1 te 


26/1 1/85 
26/1 1/85 
26/11/85 


1025, 1450, 1740 
0955, 1425, 1705 
1005, 1440, 1720 


Scott Road Landf 1 1 1 
Scott Road Landf 1 1 1 
Scott Road Landf 1 1 1 
Townsh Ip D 1 tch »•* 

Townsh Ip Dl tch 


Oow Scott Road Before Carbon 

Oow Scott Road After Carbon 

Scott Road Outfall (to Township Ditch) 

Before Polysar (water Vidal Street at 

Armak Chemicals Building) 
Before Polysar (sediment) 


Single Grab 
Single Grab 
3 Grab Composite 
3 Grab Composite 

Single Grab 


26/11/85 
26/1 1/85 
25/1 1/85 
25/1 1/85 

25/11/85 


0930 

0915 

0840, 1140, 1620 

0800, 1130, 1610 

1045 


Sarnia WPCP 


Final Effluent* 


3 Grab Compos 1 te 


27/1 1/85 


0800, 1050, 1500 


Po 1 ysar 

Pol ysar 

Po I ysar 

Po 1 y sa r 
Pol ysar 
Pol ysar 


1 ntake 

Bio-Treatment Plant Effluent* 

54" Sewer* 
66" Sewer* 
72" Sewer* 
Stereo API**** 


5 Grab Composite 
24 Hour Composite 
(VolatI les 3 
Gra b Compos 1 te ) 
3 Grab Compos 1 te 
3 Grab Composite 
3 Grab Composite 
3 Grab Composite 


27/1 1/85 
27-28/1 1/85 

27/1 1/85 
27/1 1/85 
27/1 1/85 
27/1 1/85 


0940, 1345, 1605 
1000 - 0900 
0945, 1355, 1615 

0925, 1340, 1600 
0830, 1300, 1530 
0905, 1315, 1540 
0845, 1350, 1550 


Dow Chemical 

Dow Chem i ca 1 
Dow Chemical 
Dow Chem I ca 1 
Dow Chemical 

Dow Chem 1 ca 1 
Dow Chemical 
Oow Chem 1 ca 1 


Intake (North and South Pumphouses) 

Ist Street, 42" Sewer* 
Ist Street, 48" Sewer* 
1st Street, 30" Acid Tile* 
Ist Street, 54" Sluice* 

(Route of discharge for 

perch 1 oroethy 1 one spill) 
2nd Street Sewer* 
3rd Street Sewer* 
4th Street Sewer* 


6 Grab Composite 

3 Grab Composite 
3 Grab Composite 
3 Grab Composite 
24 Hour Composite 
(Volatlles 3 
Grab Composite) 
3 Grab Composite 
3 Grab Composite 
3 Grab Compos 1 te 


27/1 1/85 

27/1 1/85 
27/1 1/85 
27/1 1/85 
27-28/1 1/85 

27/1 1/85 

27/1 1/85 
27/11/85 


NPH: 1030,1300,1645 
SPH: 1050, 1550, 1710 
0940, 1235, 1620 
0950, 1240, 1630 
0905, 1225, 1605 
0925-0650 
0925, 1220, 1610 

1000, 1250, 1635 
1015, 1310, 1650 
1045, 1325, 1700 


Sun cor 
Sun cor 


Intake (Directly from River) 
Impounding Basin Effluent** 


3 Grab Composite 
3 Grab Compos 1 te 


26/1 1/85 
26/11/85 


0910, 1545, 1630 
0850, 1330, 16)5 



* Actual discharge to the river. 

** Combines with cooling water prior to discharging to the river. 

»** Township Oltech ultimately discharges to the river after flowing through Polysar, 

**»» Discharges to 66" sewer downstream of sampling location, 

862 



TABLE 4-2 



ST. CLAIR STUDY - POtNT SOURCE DISCHARGES 
DOW EFFLUENTS VS PERCHLOROETH YLENE PUDDLES 1 

EPS-ONTARIO REGION SAMPLES NOVEMBER 27-28, 1985 



Total concent-at Ions multiplied by 1.07 for ealculotlng percentages. 
^ PercM oroethy I ene Puddles 



Compound 


1 In 

pp2 


1st 

4 2- 


Street 

Sewer 


1st 

48" 


Street 
Sewer 


1st 

30" Ac 


Street 
Id Tl (e 


1st Street 
54" Sluice 


2nd Street 
Sower 


3rcl Street 
Sewer 


4th Street 
Sewer 


Cone, 
ug/l 


% 


Cone, 
ug/l 


% 


Cone, 
ug/l 


% 


Cone, 
ug/l 


% 


Cone, 
ug/l 


K 


Cone, 
ug/l 


% 


Cone, 
ug/l 


( 


Perch 1 oroetfiy I ane 


60 + 


100 


51 


2.9 


62 


710 


25 


27 


47 


4.6 


53 


1.2 


1.2 


1.8 


51 


Carbon Tetrachloride 


30 + 


61 


31 


1.4 


30 


1 ,000 


35 


2.9 


5. 1 


3.4 


40 


95 


92 


1.4 


40 


Haxach 1 oroethane 


0.8 


2 


t.o 


0.0094 


0.2 


2.8 


0. 1 


0.072 


0. 13 


0.017 


0.2 


0.013 


0.01 


0.029 


0.8 


Hexach lorobutad 1 ene 


0.6 


2.9 


1,5 


0.017 


0.4 


1.9 


0.07 


0.042 


0.07 


0.018 


0,2 


0.016 


0.02 


0.022 


0.6 


Hexachlorobenzene 


0.4 


1.4 


0.7 


0.018 


0.4 


2.8 


0. 1 


0.020 


0.04 


0.0048 


0.06 


0.0092 


0.01 


0.024 


0,7 


l,1,I-Tr)chloroethane 


0.5 


- 





- 





710 


25 


19 


33 


- 





- 





. 





Trlchloroethylene 


0.5 


9.4 


4.8 


- 





230 


8. 1 


4. 1 


7.2 


- 





- 





- 





Octachlorostyreno 


0.02 


0.04) 


0.02 


0.0013 


0.03 


0, 16 


<0.01 


0.0017 


<0.01 


0.0007 


<0.01 


0.0007 


<0.0l 


0.0016 


0.05 


Pentachlorobenzene 


0.01 


0.046 


0.0 2 


0.0006 


0.01 


0. 10 


<0.01 


0.0013 


<0.01 


0.0006 


<0.0l 


0.0061 


<0.0l 


0.0012 


0.05 


Tetrachlorobenzenes 


0.02 


0.037 


0.02 


- 





0. i08 


<0.OI 


- 





0.0094 


0, I I 


0.0056 


<0.01 


- 





Tr 1 ch 1 orobenzenes 


o.ot 


6.0 


3.1 


0.020 


0.43 


4.8 


0. 17 


0.090 


0. 16 


0.091 


t.o 


0.028 


0.03 


0.022 


0.6 


Total Concentrations 




182.8 
X 1.07 




4,366 
X 1.07 




2,663 
X 1.07 




53.22 
X 1.07 




8.14 1 
X 1.07 




96.26 
X 1.07 




3.284 
X 1.07 




TOTAL 


93 


195.6 


93 


4.672 


93 


2849 


93 


56.95 


93 


8.711 


93 


103.0 


93 


5.551 


93 



862 



TABLE «-3 



ST. CLAIR STUDY - POIMT SOURCE DISCHARSES 
VOLATILE ORGAN I OS (ug/l ) 



PARWETERS^ 


MOL* 


Esso 
1 ntake 


Esso Petrol eoM 
Btox 


Esso Chemical 
Final Effluent 


Suncor 
Intake 


Suncor 
Impounding Basin 


Sarnta 
WPCP 




Ch 1 oroethane 
VInyt Chloride 
Methylene Chloride 
1, 1-Dlchtoroethene 
1 , 1-0 1 ch 1 oroethane 


2 
2 


- 


- 


66 


<1.0 


. 


3.3 

<1.0 
<1.0 




Trans- 1 , 2-0 1 ch 1 oroethene 

Chloroform 

1, 2-0 IchI oroethane 

1,1,1-Trlct)lorethane 

Carbon Tetrachforlde 




- 


<1.0 

_ 


'UO 
5.7 
3.5 


<1.0 

1.0 

• 2.0 

3,5 


9.) 
64 
30 


1.9 

4.9 

1.6 




Bromod Ich 1 oromethane 

1 , 2-D 1 ch 1 oropropone 

Tr IchI oroethene 

Benzene 

1 bromoch 1 oromethane 




- 


<1.0 


- 


1.1 
<I.O 
23 


64 


2.6 
13 




1,1, 2-Tr I ch 1 oroethane 

2-Chtoroethyl Vinyl Ether 

Bromoform 

Tetrach 1 oroethene* 

1,1,2, 2-Tetrach t oroethane 




- 




- 


5.6 


1.2 


3.7 
<1.0 




Tol uene 
Chlorobenzene 
Ethyl benzene 
Acrolein 
Acrylonltrlle 


5 
5 


- 

- 




' 


<1.0 

1.4 
<5.0 


4.3 

1.0 
<1.0 


1.3 
1.5 




3-Ch 1 oropropene 
1,2-01 bromoethane 
Heta + para xylene 
Styrene 
Ortho xylene 
Pentach 1 oroethane 


2 


1.2 
<t.O 


- 


- 


<1.0 

1.1 

<1.0 


200 
230 


<1.0 
3.3 

3.0 





■ Perchloroethy lene 

^ MDL ' Method Detection Limit; "-» Indicates not detected; ''<x" (ndlcates peak present below MDL; 

^ Also analysed but not detected (MDL In Brackets): ch I oromethane (2), Bromoethane (2), cls-1, 3-d I cht oropropene <2), 

trans- 1, 3-d Ich I oropropene (21, tr I ch I orof t uoromathane (2), 1,1 ,2-Trl f luorotrlchloroethane (1), dlchloroacetonltrl la 

(5), t-aro«iio-2-ch I oroethane (1), brotaobenzene (J), 1, 1,2, 3-tetrach I oropropene (2). 



TABLE 4-4 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
VOLATILE ORGANICS (ug/l ) 



PARAMETERS 2 


mdlI 


Polysar 
1 ntake 


Polysar 8io- 
Treatment Plant 


Polysar 
72" Sewer 


Potysar 
66" Sewer 


Polysar 
54" Sewer 


Potysar 
Stereo API 3 


Chi oroethane 
Vinyl Chloride 
Methylene Chloride 
1 , l-Dtchloroathone 
1, I -DIchI oroethane 


2 
2 


- 


A. 


<I.O 


- 


- 


1.8 


Trans- 1 , 2-0 1 ch 1 oroathene 
Chloroform 
1,2-Dlchl oroethane 
1,1, 1-Tr 1 ch 1 orethane 
Carbon Tetrachloride 




<1.0 


1.8 

<l.O 


<I.O 


<J.O 
1.4 


<1.0 


1.2 


Bromod ichloromethane 

1 , 2-0 1 ch 1 oropropane 

TrI Chi oroethane 

Benzene 

Di bromoch 1 oromethane 




- 


<1.0 


<I.O 

4,000 
<I.O 


9.2 


<1.0 


<1.0 
500 


1, 1,2-Trlchl oroethane 

2-Chloroethyl Vinyl Ether 

Bromoform 

Tetrach ) oroethene* 

t , 1 , 2, 2-Tetrach 1 oroethane 




<1.0 


38 


<I.O 


- 


<2.0 


<I.O 


Tol uene 
Chlorobenzene 
Ethyl benzene 
Acrolel n 
Aery Ion 1 trI Ie 


5 
5 


<!.0 
<1.0 




- 


2.6 
3.t 


<1.0 
7.6 


<I.O 
2.7 


3-Ch 1 oropropene 
1,2-Dlbromoethane 
Mata + para xylene 
Styrane 
Ortho xylene 
Pentach 1 oroethane 


2 


<I.O 
<1.0 


- 


<1.0 


<I.O 
<1.0 
<I.O 


- 


2.8 



• Perchloroethy lene 

^ MDL = Method Detection Limit; "-" Indicates not detected; "<:x" indicates peak present below MDL; 

^Also analysed but not detected (MOL In Brackets): chloromethane (2>, Browwethane <2>, cl s-1,5-d I ch I oropropene (2), 

t'-ans- 1, 3-d I ch I oropropene (2), tr Ichlorot I uoromethane (2), 1 , 1,2-Tr I f luorotr Ichloroethane <1>, dichloroacatonitrl Ie 

(5), 1-Broiiio-2-ch I oroethane (1), bronwbenzene (1), 1, 1 ,2, 3-tatrach I oropropene (2). 
■* Stereo API effluent discharges to the 66" sewer, downstream of 66" sewer sampling location. 



TABLE 4-5 



ST, CLAIR STUDY - POINT SOURCE DISCHARGES 
VOLATILE ORGANICS <ug/l) 



PARAMETERS 2 


MDL^ 


Dow Intake 


1st Street 


1st Street 


1st Street 


1st Street 


2nd Street 


3rd Street 


4th Street 






Nortti and South 


42" Sewer 


48" Sewer 


30" Acid 


54" Sewer 


Sewer 


Sewer 


Sawer 






Pumphooses Composite 






Tile 










Chloroethane 


2 


- 


- 


_ 


_ 


„ 


_ 


^ 


_ 


Vinyl Chloride 


2 


- 


<2.0 


- 


- 


<2.0 


- 


_ 


_ 


Mattiylene Chloride 




- 


<:t.O 


- 


22 


<1.0 


2.4 


1.5 


- 


1 , 1 -0 1 ch 1 oroethene 




- 


11 


<I.O 


530 


4.4 


- 


_ 


_ 


1 , 1-Dlchloroethane 




- 


5.5 


<1.0 


470 


11 


- 


<1.0 


- 


Trans- 1 , 2-D 1 ch 1 oroethene 




- 


_ 


^ 


_ 




_ 


^ 


_ 


Chloroform 




<1.0 


17 


<1.0 


42 


1.1 


1.1 


- 


<1.0 


1, 2-D 1 chloroethane 




<I.O 


140 


2.2 


920 


17 


1.2 


_ 


_ 


1.1,1-Trichlorethan© 




<I.O 


- 


O.O 


710 


19 




<1,0 


. 


Carbon Tetrachloride 




1.9 


61 


t.4 


1.000 


29 


3.4 


95 


1.4 


Bromod 1 ch 1 oromethane 




- 


- 


" 


- 


_ 


. 


_. 


_ 


1 , 2-0 1 ch 1 oropropane 




<l,0 


5.6 


<1.0 


60 


310 


22 


<1.0 


. 


Trlchloroethene 




- 


9.4 


- 


230 


4.1 


- 


<1.0 


- 


Benzene 




3.1 


3.9 


<I.O 


4.4 


<I.O 


- 


490 


10 


D 1 bromoch 1 oromethane 




- 


- 


- 


- 


- 


- 


- 


- 


1, 1, 2- Tri chloroethane 




^ 


26 


_ 


180 


2.1 


^ 


_ 


_ 


2-Chloroethvl Vinyl Ether 




- 


- 


- 


- 




_ 


_ 


^ 


Bromoform 




- 


- 


- 


_ 


- 


_. 


_ 


_ 


Tetrach 1 oroathene* 




3.5 


100 


2.9 


710 


27 


4.6 


1.2 


1.8 


1,1,2, 2-Tetrach 1 oroethane 




- 


14 


- 


51 


- 


- 






Toluene 




- 


<1.0 


_ 


<l.0 


<1.0 


_ 


28 


1.3 


Chlorobenzene 




- 


- 


- 


<1.0 


- 


« 


_ 


_ 


Ethyl benzene 




- 


<1.0 


- 


<1.0 


<1.0 




500 


17 


Acrolein 


5 


- 


- 


- 


- 


- 




_ 


6.9 


Acrylonltn le 


5 


- 


- 


- 


- 


- 


- 


- 


5.2 


3-Ch 1 oropropene 


2 


- 


- 


. 


_ 


_ 




_ 


_ 


1,2-Dlbroraoothane 






<1.0 


- 


- 


- 


- 


_ 


_ 


Heta + para xylene 




- 


<1.0 


- 


<I.O 


<1.0 


- 


- 


- 


Styrene 




- 


- 


- 




- 


- 


970 


23 


Ortho xylene 




_ 


<1.0 


- 


<1.0 


<1.0 




6.4 


_ 


Pentach 1 oroethane 




~ 


<1.0 


- 


1.2 


- 


- 




- 



* Perchloroethvlene 

' MDL ' Method Detection Limit; "-" indicates not detected; "<x" Indicates peak present below MDL 
Also analysed but not detected (MDL in Brackets); chloromethane (2), Bromoethane (2), cls-1 ,3-dlchloropropene (2), 
trans- 1, 3-d ich I oropropene (2), trichiorofluoromethane (2), 1, I ,2rTr it luorotr I chloroethane (IJ, dichloroacetonltrl le 
(5), l-Bronio-2-ch I oroethane (1), brcxnobenzene (1), 1, 1,2, 3-tetrach I oropropene (2). 



TABLE 4-6 



ST. CLAIR STUDY - POIMT SOURCE DISCHARGES 
VOLATILE ORGAN I CS (ug/l) 



PARAMETERS^ 


MOL^ 


Onw Scott Road 

Before Carbon 

(Not a Discharge) 


Dow Scott Road 
After Carbon 


Scott Road Outfall 


Tcwnship Ditch 
Before Polysar 


Chloroethane 
Vinyl Chloride 
Methylene Chloride 
t , 1 -0 1 ch t oroet hene 
1 , 1 -0 1 ch 1 oroathana 


2 
2 


28 

9.7 
170 
360 


160 

73 

1,900 


3.2 
1.8 
65 


<1.0 
3.6 


Trans- 1,2-Dlchloroethene 
Chtorofonn 
1,2-Dlchloroethane 
1,1,1-Trlchlorethaoe 
Carbon Tetrachloride 




250 
6,100 

1,000 


950 

39,000 

240 


48 
910 




Broraod 1 ch 1 oromethane 

) , 2-0 1 ch 1 oropropane 

Trlchloroethene 

Benzene 

D I broinoch 1 oromethane 




320 

650 

25 


510 
780 


41 
II 


2.0 

1.7 

<I.O 


1,1,2-Trlchioroethan© 

2-Chloroathyl Vinyl Ether 

Bromotorm 

Tetr ach 1 oroathone" 

1 , } , 2 , 2-Tet rach 1 oroethana 




1,500 

1,800 
140 


1,800 

37 
93 


100 

17 
6.6 


S,6 

3.3 

2.2 


Toluene 
Chlorobeniene 
Ethyl benzene 
Acrolein 
Acrylooltrlle 


5 
5 


B.8 

130 
<5.0 


<1.0 


<1.0 


<I.O 


5-Ch 1 oropropane 
) , 2-0 1 bromoethane 
Mats + para xylene 
Styrene 
Ortho xylene 
Pentech 1 oroethane 


2 


2.3 

67 
3.8 


■*-■ 


■^ 


■ 



• Parch loroethy lene 

^ MDL ■ Method Detection Limit; "-" Indicates not detected; "<x" Indicates peak present below MDL; 

2 Also analysed but not detected (MDL In Brackets): chlorootethane (2), Bromoethane (2>, cis-l , 3-d I ch I oropropane (2), 

trans-l,3-dlchloropropene (2), trlchlorof luoronathana (2), I, 1,2-Trl f luorotrlchloroethane (1), dichtoroacetonltrlie 

(5), 1-BroaKi-2-chloroerhane (I), brooobenzane (I), 1,1,2,3-tatrachloroprcipene (2). 



TABLE 4-7 

ST. CLAIR STUDY - POINT SOURCE DISCHARGES 

VOLATILE ORGAN I CS - NET LOADINGS (Kg/d) 



PAR/WETERS^ 


MDL^ 


Esso Petroleum 


Esso Chemical 


Suncor 


Polysar Bio- 


Polysar 


Polysar 


Polysar 


Polysar 


Sarnia 






Blox 


Final 


Impounding Basin 


Treatment Plant 


72" Sewer 


66" Sewer 


54" Sewer 


Stereo API 


WPCP 






20.1 X 10^ l/d 


34.5 X lO^I/d 


7.86 X lO^I/d 


12.0 X lO^I/d 


26.3 X 10^1/d 


165 X lO^I/d 


58 xlO^/d 


3.22x106i/d 


59Klo6|/d 


Chloroethane 


2 


_ 


— 


_ 


_ 


_ 


_ 




. 




Vinyl Chloride 


2 


- 


2.3 


- 




. 


_ 


_ 


_ 


_ 


Methylene Chloride 




- 


- 


" 


- 


<0.026 


- 


. 


0.0058 


0.19 


1 , 1 -0 1 ch 1 oroethene 




- 


- 




- 


- 


_ 


. 


. 


<0.059 


1,1-Dichloroethane 




- 


- 


' 


- 


- 


- 


- 




<0.059 


Trans- 1 , 2-0 1 ch 1 oroethene 




- 


- 




_ 


. 


_ 


_ 




0.11 


Chloroform 




<0.020 


<0.035 


0.071 


0.022 


0.026 


<0.I6 


<0.058 


0.0039 


0.29 


1 ,2-Dlchloroethane 




- 


0.20 


0.49 


- 


- 


0.23 


. 


- 


. 


1,1 ,1-Trichlorethare 




- 


O.IZ 


0.22 


<0.0I2 


- 


_ 


- 


_ 


0.094 


Carbon Tetrachloride 




- 


- 


- 


- 




- 


- 


J 


- 


Broniod i ch 1 oromethane 




- 


- 


- 


- 


<0.026 


. 


_ 


<0.0032 


_ 


1 , 2-D i ch 1 oropropane 




- 


.^ 


. 


- 


- 


- 


- 


- 


_ 


Trichl oroethene 




<0.020 


- 


- 


<0.012 


- 


- 


- 


- 


0.15 


Benzene 




- 


- 


0.32 


- 


no 


1.5 


<0.058 


1.6 


0.77 


Di bromoch 1 orcxnethane 




- 


- 


^ 


- 


<0.026 


- 


- 


- 


- 


1 , 1 ,2-Tr ichloroethane 




- 


~ 


- 


i-. 


_ 


_ 


_ 


<0.0052 


_ 


2-Chloroethyl Vinyl Ether 




- 


- 




- 


. 


- 


<0.I2 


- 


_ 


Brotnoform 




r^ 


- 


- 


0.46 


',«' 


- 


. 


_ 


^ 


Tetrach 1 oroethene* 




- 


- 


- 


- 


- 


- 


* 


. 


0.22 


1,1,2, 2- Tetrach 1 oroathane 




- 


- 


- 


- 


<0.026 


- 


- 


- 


<0.059 


Toluene 




- 


- 


0.034 


- 


_ 


0.42 


_ 


_ 


0.077 


Chlorobenzena 




- 


- 


0.0079 


- 


- 


- 


- 


- 


- 


Ethyl benzene 




- 


- 


- 


- 


- 


0.51 


- 


0.0064 


0.089 


Acrolein 




- 


- 


- 


- 


- 


- 


0.45 


- 


_ 


Aery loni tr i le 




- 


- 


- 


- 


- 


- 




- 


- 


3-Chloropropene 




- 


- 


- 


. 


_ 


_ 


« 


_ 


_ 


1,2-Dlbroinoethane 




- 


- 




' - 


- 


- 


- 


- 


<0.059 


Meta + para xylene 




- 


- 


1.6 


- 


- 


- 


- 


- 


0.19 


Styrene 




- 


- 




- 


- 


- 


- 


0.0090 


- 


Ortho xylene 




- 


- 


1.6 


- 




- 


- 


- 


0.18 


Pen ta ch 1 oroet ha ne 




■" 


- 


- 


- 


- 


- 


- 


- 


- 



* Perchloroothylene ^ MOL = Method Detection Limit; "-" Indicates not detected; "<x" Indicates peak present below MDL; 

Also analysed but not detected (MDL in Brackets): chlorometnane (2), Broinoethane (2), cls-1,3-dlchloropropene (2), trans-l ,3-dichloropropene 
(2), trichl oroMuoromathane (2), 1, 1 ,2-Trlf I uorotr ichloroethane (I), dichioroaceton it- I la (5), l-Bromo-2-ch I oro ethane (II, bromobaazene (1), 

1, 1 ,2,3-tetrach ioropropene (2>, 



TABLE 4-8 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
VOLATILE ORGAN ICS - NET LOADINGS CKg/d) 



PARAMETERS'^ 


molI^ 


1st Street 


1st Street 


1st Street 


1st street 


2nd street 


3rd street 


4th Street 






42" Sewer 


48" Sewer 


30" Acid Tile 


54" Sewer 


Sewer 


Sewer 


Sewer 




(ug/l) 


65x10^ l/d 


56x10^ l/d 


10 X 10^ l/d 


50x10^ l/d 


66x10^ l/d 


120xl0S|/d 


565xlO^/d 


Chloroetfiana 


2 


_ 


_ 


_ 


_ 


_ 


_ 


_ 


Vinyl Chloride 


2 


<0. 13 


- 


- 


<0.060 


- 


- 


- 


Methylene Chloride 




CO. 065 


- 


0.22 


<0.030 


0.16 


0.18 


- 


l,l-Dlchloroethen8 




71 


<0.056 


5.3 


0.13 


- 


- 


- 


l.l-Dlchloroethane 


1 


0.36 


<0.056 


4.7 


0.33 


- 


<0.12 


- 


Trans-I,2-Dlchloroothene 




- 


_ 




_ 


^ 


^ 


^ 


Chloroform 




1.1 


- 


0.42 


- 


- 


- 


<0.57 


1,2-Dichloroethane 




9.1 


0.12 


9.2 


0.51 


- 


- 


- 


1, t, l-Trlchlorethane 




- 


- 


7.1 


0.57 


- 


<0.12 


- 


Carbon Tetrachloride 




3.8 


- 


10 


0.81 


0.099 


11 


- 


Bromod 1 ch 1 oromethane 




- 


_ 


* 


_ 


_ 


_ 


_ 


1 , 2-0 1 ch 1 oropropane 




0.36 


- 


0.6 


9.3 


1.5 


<0.I2 


m. 


Tr Ichloroethene 




0.61 


- 


2.5 


0.12 


- 


<0.12 


- 


Benzene 




0.052 


- 


0.044 


- 


- 


58 


3.9 


D 1 bromoch 1 oromethane 




- 


- 


- 


- 


- 


- 




1, 1,2-Trl chloroethane 




1.7 


. 


1.8 


0.063 


_ 


_ 


_ 


2-Ch1oroethyl Vinyl Ether 




- 


- 


- 


- 


- 


- 


- 


Bromoform 




- 


- 


- 


- 


- 


- 


- 


Tetrach 1 oroethene* 




6.3 


- 


7.1 


0.71 


0.073 


- 


- 


1 , 1 ,2,2-Tet'-achloro6thane 




0.91 


- 


0.3 


- 


- 


- 


- 


Tol uene 




<0.065 


-, 


<0.010 


<0.030 


_ 


3.4 


0.73 


Chlorobenzene 


\ 


- 


- 


<0.010 


- 


- 


- 


- 


Ethyl benzene 




<0.065 


- 


<0.010 


<0.050 


- 


60 


9.6 


Acrol e)n 


5 


- 


- 


- 


- 


- 


- 


3.9 


Aery Ion Itrlle 


5 


- 


- 


- 


- 


- 


- 


2.9 


5~Chloropropene 


2 


- 


- 


_ 


- 


_ 


_ 


- 


1,2-01 bromoethane 




<0.065 


- 


- 


- 


- 


- 


- 


Meta + para xylene 




<0.065 


- 


<0.010 


<0.030 


- 


- 


- 


Sty rone 




- 


- 


- 


- 


- 


120 


13 


Ortho xylene 




<0.065 


- 


<0.010 


<0.030 


- 


- 


- 


PentachI or oe thane 




<0.065 


- 


0.010 


- 


- 


- 


- 



* Perchloroethylene 

•^ HDL = Method Detection Limit; "-" Indicates not detected; "<x" indicates peak present below MDL; 
2 Also analysed but not detected (MDL In Brackets): chloromethane (2), Bromoethane (2), c Is- 1 ,3-dlchl oropropane (2), 

trans-l,5-dlchloropropene <2), tr 1 ch 1 or of lu oromethane (2), 1, 1 ,2-Trl f I uorotr I chloroethane (1), dichloroacetonltrl le 

(5), l-Bromo-2-chloroethane (1), bro«nobenzene (1), 1, 1 ,2,3-tetrachloropropene (2). 



TABLE 4-9 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
EXTRACTABLE CHLORINATED ORGANICS (ug/l) 



PARAMETERS 


MOL ^ 


Esso 
Intake 


Esso Patroleum 
Blox 


Esso Chemical 
Final Effluent 


Suncor 
Intake 


Suncor 
Ifflpoundl ng Bas In 


Sarn la 
WPCP 


1 ,3-Dlchlorob«nz«na 
1 ,4-Dlchlorobenzana 
t ,2-Dlchlorob«nzan» 
1,3,5-TrlchlorobBnz«no 


0.050 
0.10 
0.050 
0.006 


- 


0.017 
0.019 


O.OM 


0.009 


0.079 
0.045 
0.20 
0.025 


0.082 
0.090 
0. n 
0.012 


1 ,2,4-Trlchlorobenzflne 
1 ,2,3-Trlchlorobenzena 
l,2,9,5*Tstrachlorob«nzan« 
1 ,2,4,5-Tatrech lorobenzsne 


0.007 
0.004 
0.002 
0.004 


- 


— 

0.013 


0.029 


0.042 
0.0054 


0.026 
0.0056 

0.012 


0.017 


1,2,3,4-TdtracblorobaRzoe 
Pentachlorbenzene 
Haxachlorobeozena 
Hexachlorosthana 


0.002 
0,001 
0.001 
0.001 


0.0061 


0.0025 
0.0003 


0.0047 
0.030 


0.0032 

0.010 
0.026 


0.0051 
0.0026 
0.025 
0,0057 


0.0031 
0.0033 


Heyach lorobutad 1 ene 
Octachlorostyrane 
"-Bonzane HsKacIt 1 or Ida 
L 1 ndane 


0.001 
0.001 
0.001 
0.001 


0.0015 
0.0008 
0.0025 


0.0005 
0.0005 


0.035 
0.0028 
0.0023 
0.0006 


0.027 

0.0012 

0.0028 


0.0034 
0.0006 
0.0029 


0.0047 

0.0008 
0.011 


V-Ch lorane 
P.P. '-DDE 
p,p,»-DOD 
p,p,'-DDT 
HIrax 
Total PCB's 


0.002 
0.002 
0.002 
0.005 
0.006 
0.02 


- 


■ 


^ 


_ 


-« 


_ 


' uni • U.+ k^^ n^4.^^.4.i i I 


1 A . M 


H * J t ^ 













tentat I va. 



Indicates not detected; Numbers reported below the HDL should be considered 



• Detected In prellalnary analysis, quantity not confirmed In subsequent analysis. 



TABLE 4-10 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
EXTRACTABLE CHLORINATED ORGANICS (ug/l) 



PARAMETERS 


MDL ^ 


Pol ysar 


Polysar Blo- 


Pol ysar 72" 


Potysar 66" 


Polysar 54" 


Pol ysar 






Intake 


treatment Plant 


Sewer 


Sewer 


Sower 


Stereo API 2 


1,3-Dlctilorobenzene 


0.050 


. 


0.015 


-^ 








l,4-Dlchlorober>Z9ne 


0. 10 


0.28 


_ 


^ 


. 






1,2-Dlchlorobenzone 


0.050 


_ 


. 


_ 


0.028 


_ 




1,3,5-Trlchlorobenzene 


0.006 


- 


- 


- 


0.005 


- 


- 


1,2,4-Trlchlorobonzen9 


0,007 


- 


0.0085 


,^ 


-■. 


. H 


.1^' 


l,2,i-Trlchlorobanzer»e 


0.004 


- 


. 


:*t 


^ 






1.2,5,5-Tetrachlorobenzene 


0.002 


- 


_ 


^ 


^ 


. 




l,2,4,5-T«trach(orobenzene 


0.004 


- 


- 


- 


- 


- 


- 


1,2,3,4-Tetrachlorobonzoa 


0.002 


- 


« 


j^ 


_ 






Pontach 1 orbenzene 


o.oot 


0.0013 


- 


0.0009 


- 


_ 


0.0005 


Hexachlorobenzena 


O.OOl 


0.0088 


0.0022 


0.0041 


0.0025 


0.0014 


0.0014 


Hexachloroethana 


0.001 


0.0019 


0.0003 


0.0010 


0.0008 


0.0012 


0.0015 


Hexachlorobutadfeno 


O.OOI 


0.059 


0.0026 


0.021 


0.014 


0.019 


0.018 


Octachlorostyrene 


0.001 


0.0021 


- 


0.0020 


_ 


0.0007 


0.0008 


•^-Benzene Hexachlorlde 


0.001 


0.0025 


0.0003 


0.0026 


0.0025 


0.0027 


0.0024 


L t nda ne 


0.001 


0.0005 


_ 


0.0005 


- 


0.0006 


0.0005 


v-Ch 1 orane 


0.002 


_ 


_ 










P,P,'-ODE 


0.002 


- 


- 


_ 


^ 


_ 




p,p, '-DDO 


0.002 


- 


_ 


^ 


- 






P,P, '-DOT 


0.005 


- 


_ 


* 


^ 


_ 




Mlrox 


0.006 


- 


- < 


T 


m 






Total PCB's 


0.02 


- 


- 


- 


- 


- 


- 



1 MDL -Method Detection Limit; "-" Indicates not detected; Numbers reported below the detection limit should be considered 
tentat t ve. 

Discharges to 66" sewer upstream of sampling location. 



TABLE 4-n 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
EXTRACTABLE CHLORINATED OHGANICS (ug/l > 



PARWETERS 


IWL^ 


DOW INTAKE 


1ST STREET 


1ST STREET 


1ST STREET 


1ST STREET 


2KD STREET 

SEWER 


3RD STREET 


4TH STREET 






NORTH i SOUTH 


42" SEWER 


48" SEWER 


30" ACID TILE 


54" SEWER 


SEWER 


SEWER 






PIUPHOUSES COMPOSITE 
















1,3-Dlchlorobenzene 


0.050 


. 


_ 


- 


- 


- 


- 


- 


- 


1 , 4-D I ch I oroben zene 


0.10 


- 


0.52 


- 


0,47 


— 


~ 


■" 


^ 


1 ,2-Olchlorobenzene 


0.050 


- 


0.047 


- 


0.042 


- 


- 


0.30 


■" 


1 ,3,5-Trlchloroben2ene 


0.006 


- 


0.11 




0.27 


— 


0.0070 


0.0O33 


^ 


1 ,2,4-Tr Ichlorobenzone 


0.007 


0.036 


5.9 


0.020 


4.3 


0.090 


0.084 


0.019 


0.022 


1,2,3-Trichlorobenzene 


0.004 


- 


0.0080 


- 


0.0014 


- 


- 


0.0058 


* 


1,2,3,5-Tetrachlorob«n2ene 


0.002 


- 


0.011 


- 


0.029 


- 


0.0043 


0.0027 


- 


1,2,4,5-TetrdCh)orobenzene 


0.004 


- 


- 


- 


0.0)7 


~ 


" 


" 


■ 


1,2,5,4-Tetrachlorobenzoe 


0.002 


» 


0.026 


- 


0.061 


- 


0.0051 


0.0029 


- 


Pentach 1 or ben zene 


0.001 


0.0013 


0.046 


0.0006 


0.10 


0.0015 


0.0006 


0.0061 


0.0012 


Hexach 1 orobenzaoe 


0.001 


0.0046 


1.4 


0.018 


2.8 


0.020 


0.004B 


0.0092 


0.024 


Haxach 1 oroathane 


0.001 


0.019 


2.0 


0.0094 


2.8 


0.072 


0.017 


0.013 


0.029 


Hexach 1 orobutad I ene 


0.001 


0.052 


2.9 


0.017 


1.9 


0.042 


0.018 


0.016 


0.022 


Octach t orostyreno 


0.001 


0.0029 


0.041 


0.0013 


0.16 


0.0017 


0.0007 


0.0007 


0.0016 


»-B«nzene Hexactilor Ide 


0.001 


0.0026 


0.0083 


0.0027 


0.0018 


0.0023 


0.0025 


0.0055 


0.0027 


LInsanI 


0.001 


0.0005 


0.0028 


0.0005 


0.0016 


0.0005 


0.0005 


o.oooe 


0,0006 


v-Chlorane 


0.002 


- 


- 


- 


0.0038 


- 


- 


- 


- 


p,p,'-00£ 


0.002 


- 


- 


- 


- 


" 


"■ 


^ 


~ 


P,P,'-DOD 


0.002 


- 


- 


- 


■■ 


~ 


^ 


~ 




P.P. '-DOT 


0.005 


- 


- 


- 


" 


" 


^ 


" 


~ 


Mlrdx 


0.006 


- 


- 


- 


-~ 


~ 


~ 


w 


^ 


Total PCB's 


0.02 


_« 


-» 


_» 


_« 


" 


" 


0.042 





1 HDL = Method Detection Limit; "-" Indicates not detected; Numbers reported below the detection limit should be considered tentative. 



•Detected In prel Itnlnary analysis, quantity not confirmed in subsequent analysts. 



TABLE 4-12 

ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
EXTRACTABLE CHLORINATEI) ORGANICS (ug/l) 



PARAMETERS 


MOL 1 


DOW SCOTT ROAD 


DOW SCOTT ROAD 


SCOTT ROAD 


TOWNSHIP DITCH 


TOWNSHIP DITCH 






BEFORE CARBON 


AFTER CARBON 


OUTFALL 


BEFORE POLYSAR 


BEFORE POLYSAR 






(NOT DISCHARGED) 






WATER 


SEDIMENT 2 


V,3-Dlchlorobenzane 


0.050 


0. 14 


0.066 


_ 


_ 


24 


1 ,4-Dlch 1 orobdnzene 


0. 10 


19 


0.26 


13 


5.0 


63,000 


1 ,2-Dlcti lorobenzene 


0.050 


0.78 


O.OIO 


- 


- 


6,600 


1 ,5,5-Trlchlorobenzone 


0.006 


3.4 


0.045 


0.031 


0. 17 


1,900 


1,2,4-Trlchlorobenzene 


0.007 


17 


1.4 


7.7 


2.3 


2,600 


1,2,3-TrIchlorobenzene 


0.004 


0.025 


0.010 


0.0038 


0.0082 


6.4 


1 ,2,3,5-Tetrachlorobenzene 


0.002 


0.98 


0.005 


0.027 


0.020 


470 


1 ,2,4,5-Tetrach lorobenzena 


0.004 


- 


0.018 


- 


0.0075 


350 


1 ,2,5,4-Tetrachlorobenzoe 


0.002 


0.36 


0.004 


,^ 


0.010 


130 


Pentach lorbenzene 


0.001 


1.6 


0.052 


0.012 


0.023 


1 ,700 


Haxachlorobenzene 


0.001 


5.6 


0.22 


0.015 


0.018 


4,700 


Hexach 1 oroethane 


0.001 


120 


0.025 


0.59 


0.41 


490 


Hexachlorobutadlene 


O.OOI 


94 


6.7 


0.88 


1.5 


98,000 


Octach 1 orostyrene 


O.OOt 


2.3 


0.21 


0.0026 


0.0042 


3,000 


■i-Benzene Hexachlorlde 


0.001 


0.020 


0.0027 


0.0014 


0.0015 


4.0 


L 1 n san 1 


0.001 


0.01 1 


- 


- 


- 


4.9 


v-Ch lorane 


0.002 


0.001 I 


0.0008 


. 






P.P. '-DDE 


0.002 


0.0031 


- 


_ 


^ 


1 .9 


p,p, '-ODD 


0.002 


0.0006 


0,0004 


_, 


_ 


1.0 


p. p, '-DDT 


0.005 


0.0064 


0.0011 


- 


^ 


6.0 


M 1 rex 


0.006 


- 


- 


_ 


^ 




Total PCB's 


0.02 


_• 


_• 


■■ •■ 


440 



' ■' " ■ * ■ ■ - ■ ' < ^ - - . I 

1 MOL = Method Detection Limit; "-•' Indicates not detected; Numbers reported be I om the detection limit should be 
considered tentative. 



* Detected In preliminary analysis, quantity not confirmed In subsequent analysis, 



TABLE 4-15 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
CHLOROPHENOLS AND CHLOROPHENOX Y ACIDS (ug/l) 



PARAMETERS 


MDL^ 


ESSO 
INTAKE 


ESSO PETROLEUkJ 
BlOX 


ESSO CHEMICAL 
FINAL EFFLUENT 


SUNCOR 
1 NTAKE 


SUNCOR 
IMPOUND IK6 BASIN 


SARNI A 
WPCP 


2,6-Dtchlorophenol 
2,4~Dlchlorophenol 
2,3-Dlchlorophenol 
2,4,6-Trichlorophenol 


0.001 
O.OOl 
0.001 
0.003 


- 


0. 15 


!•»■ 


0.0)0 


* 


0.057 


2,3,6-TrIchlorophanol 
2,4,5-Trlchlorophenol 
2,5,5-Trlchlorophenol 
5,4,5-TrJchlorophenol 


0.001 
0.001 
0.001 
0.001 


- 


- 


- 


- 




- 


2,3,5,6-Tetrachlorophefiol 
2,3,4,6-Tetrachloropheool 
2,3,4,5-Tetrach 1 orophonol 
Pentach 1 orophenol 


0.001 
0.001 
0.001 
0.001 


0.002 


0.005 


0.005 


0.005 


0.014 


0.055 
0.006 
0,057 


2,4-D 
2,4,5-T 


0.001 
0.001 


- 




- 


- 


- 


^ 



I MDL - Hsthod Detection Llnlt; "-" Indicates not detected. 



TABLE 4-14 

ST, CLAIR STUDY - POINT SOURCE DISCHARGES 
CHLOROPHENOLS AND CHLOROPHENOX Y ACIDS (ug/l) 



PARAMETERS 


MDL 1 


POYLSAR 
INTAKE 


POLYSAR 810- 
TREATMENT PLANT 


POLYSAR 
72" SEWER 


POLYSAR 
66" SEWER 


POLYSAR 
54" SEWER 


POLYSAR 
STEREO API 2 


2,6-DlchlorophenoJ 


0.001 


_ 


_ 


. 








2,4-Dlchlorophonol 
2, 3-D i ch 1 orophenol 


0.001 
0.001 


- 


- 


- 


0.051 


- 


- 


2,4 ,6-Trl ch 1 orophenol 


0.003 


0.033 


- 


0.59 


0.01 1 


- 


0,10 


2, 3, 6-Trlchl orophenol 


0.001 


- 


_ 


_ 








2,4,5-Tr(chlorophenol 
2,5,5-Trlch lorophenol 


0.001 
0.001 


- 


- 


- 


0.020 


- 


- 


3, 4, 5-Tr)chl orophenol 


O.OOI 


- 


- 


- 


- 


- 


W: 


2, 3, 5,6-T«trachl orophenol 


0.001 


- 


^: 


_ 








2,3,4,6-Tetrachlorophenol 
2, 3,4, 5-Tetrachl orophenol 


0.001 
0,001 


- 


0,002 


" 


0.004 


- 


0.005 


PentachI orophenol 


0.001 


0.004 


0.012 


0.004 


0.004 


0.001 


0.003 


2,4-D 

2,4,5-T 


0.001 
0.001 


- 


- 


- 


0.025 


- 





• MDL = Method Detection Limit; "-" Indicates not detected; 
Discharges to 66" se«er downstream of sampling location. 



TABLE 4-15 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
CHLOROPHENOLS AND CHLOROPHEMOX Y ACIDS (ug/l) 



PARAMETERS 



2,6-OlcMorophenol 
2,4-Dlchlorophenol 
2,5-Dfchlorophanol 
2,4,6-Trlchlorophenol 



2,J,6-Trlchlorophenol 
2,4 ,5-Trlch I oroptienol 
2,5,5-Trlchlorophenol 
3,4,6-Trichlorophenol 



2,3, 5,6-Tetrach I orophenol 
2,3,4,6-Tetrachlorophenol 
2, 3,4 ,5-Tetrach I orophenol 
Pentachlorophenol 



2,4-D 
2,4,5- 



HDL 



0.001 

0.001 
0.001 
0.00 5 



0,001 

o.oot 

0.001 

o.oot 



0.001 
0.001 
0.001 

0.001 



0.001 

o.oot 



DOW INTAKE 
NORTH AND 
PUMPHOUSES 
COMPOS! TE 



0.006 



0.001 
0.003 



1st STREET 
42" SEWER 



0.018 



0,04 1 
0.018 



1st STREET 
48" SEWER 



0.004 



0,002 
0.006 



I 



HDL 



Method Detection Limit; "-" indicates not detected; 



1st STREET 
30" AGIO 
TILE 



0. 17 
0.54 

0. 12 



0.047 
0. 10 



0.094 



2nd STREET 
SEWER 



0.004 



3rd STREET 

SEWER 



4th STREET 
SEWER 



0.004 



0.013 



0,006 



TABLE 4-16 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
CHLOROPHENOLS AND CHLOROPHENOX Y ACIDS (ug/l) 



PARAMETERS 


HDL^ 


DOW SCOTT ROAD 
BEFORE CARBON 
(NOT DISCHARGED) 


DOW SCOTT ROAD 
AFTER CARBON 


SCOTT ROAD 
OUTFALL 


TOWNSHIP DITCH 
BEFORE POLYSAR 
WATER 


TOWNSHIP DITCH 

BEFORE POLYSAR 

SEDIMENT 


2,6-0 1 ch lorophanol 
2,4-Dlchl orophenol 
2, 5-D) ch 1 orophenol 
2,4,6-Trlchloroph«nol 


0.001 
0.001 
0.001 
0.003 


7.3 
38 

17 


- 


0. 12 
0.!7 


- 


1.0 


2,3,6-Trlchlorophenol 
2,4,5-TrJchlorophanol 
2,5,5-Trlchlorophonol 
3, 4, 5-Trlchl orophenol 


0.001 
0.001 
0.001 
0.001 


0.70 
57 


- 


0.020 
0.054 


- 


0.9 
1.3 
0.25 


2,3,5,6-TetrachlorophBnol 

2,3j4,6-Tetrach1orophenol 
2,5,4, 5-Tetracht orophenol 
Pontachlorophenol 


0.001 
0.001 
0.001 
0.001 


6.6 
0,74 


<0.010 
<0.010 


0.012 
0.005 


0.004 


0.26 
0.68 
0.63 
0.58 


2,4-D 
2,4, 5-T 


0.001 

o.oot 


21 
1.7 


18 
1,0 


0.41 
0.028 


- 


- 



1 MDL = Method Detection Limit; for Sediment HDLs, Multiply by 10; "-" Indicates not detected; 
^ Except sediment, ug/Kg. 



TABLE 4-17 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
PAHs (POLY AROMATIC HYDROCARBONS > (ug/l) 



PARAMETERS 


MDL ' 


ESSO INTAKE 


ESSO PETROLEUM 


ESSO CHEMICAL 


SUNCOR 


SUNCOR 


SARNI A 








BlOX 


OUTFALL 


INTAKE 


IMPOUNDING 


WPCP 




i : 










BASIN 




Naphtha 1 en e 


0.01 


0. 19 


0. Id 


0.55 


0.20 


23 


0,57 


Acenap h + hy 1 ene 


o.or 


- 


1.5 


1.9 


- 


0.28 


0.56 


Acenaph thona 


0.01 


- 


0.017 


0.082 


- 


0.89 


0.072 


F 1 uorene 


0.01 


- 


0.080 


0. 14 


- 


1.9 


0.20 


Phenan+hrene 


0.01 


0.040 


0.036 


0.22 


0.040 


2.5 


0,28 


Anthracene 


0.01 


- 


0.37 


0. 14 


- 


0.13 


0.080 


F 1 uoranthene 


0.01 


- 


0.35 


0.26 


0.021 


0. 12 


0.074 


Py rene 


0.01 


- 


0.064 


0,64 


0.0 M 


0.36 


0,085 


Banzo (a) Anthracene 


0.01 


- 


0.026 


0. 16 


- 


0. 11 


0.010 


Chry sene 


0.01 


- 


0.045 


0.28 


- 


0.54 


0.012 


Benzo (b) Fluoranthene 


0.02 


- 


0.028 


0.087 


- 


0,19 


- 


BenzQ (k) Fluoranthene 


0.02 


- 


- 


0.028 


- 


0.030 


- 


Benzo (a) Pyrone 


0.02 


- 


0.086 


0.56 


- 


0.34 


- 


Indeno Pyrene 


0.05 


- 


- 


0.50 


- 


0.25 


- 


Olbenzo (a,h) Anthracene 


0.05 




- 


0.50 


- 


0.40 


- 


Benzo <9,h,l) Perylene 


0.05 




0. 17 


0.65 


- 


0. 12 


- 



MOL 



method Detection Limit; "- 



Indicates not detected; 



TABLE 4-18 



ST, CLAIR STUDY - POINT SOURCE DISCHARGES 
PAHs (POLY AROMATIC HYDROCARBONS) (ug/l> 



PARAMETERS 


MOL^ 


POLYSAR 
INTAKE 


POLYSAR BIO- 
TREATMENT PLANT 


POLYSAR 
72" SEWER 


POLYSAR 
66" SEWER 


POLYSAR 
54" SEWER 


POLYSAR 
STEREO API 


Naphthalene 
Acanaphth V 1 one 
Acenaptithene 
F 1 uorena 


0.01 
0.01 
0.01 
0.01 


0. 16 


0. 17 


0. 16 


0.73 
0.012 


0. te 
0.034 


0. 19 
0.010 


Phenanthrene 
Anthracene 
Fluoronthene 
Py rane 


0.01 

o.ot 

0.01 

o.ot 


0.033 


0.020 


- 


0.039 

0.016 
0.014 


- 


- 


Benzo (a) Anthracene 
Chr y sens 

Benzo it) Fluoranthene 
Benzo (k) Fluoranthene 


0.01 
O.OI 
0.02 

0.02 


- 


0.021 


- 


- 


- 


- 


Benzo (a) Pyrene 
Indeno Pyrene 
DIbenzo (a,h) Anthracene 
Benzo <g,h,l) Perylena 


0.02 
0.05 
0.05 

0.05 


- 


- 


- 


0,059 


0.13 


- 



MOL 



Method Detection Limit; "-" Indicates not detected; 



TABLE 4-19 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
PAHs (POLY AROMATIC HYDROCARBONS) (ug/l) 



PARAMETERS 


MDL 1 


DOW INTAKE 
NORTH & SOUTH 
PUMPHOUSE 
COMPOSITE 


(St STREET 
42" SEttER 


1st STREET 
48" SEWER 


1st STREET 
30" ACID 
TILE 


1st STREET 
54" SLUICE 


2nd STREET 
SEWER 


3rd STREET 
SEWER 


4th STREET 
SEWER 


Naphtha 1 ane 
Acenaph t hy 1 ene 
Acenaphthene 
Fl uorene 


0.01 
0.01 
0.01 
0.01 


0. 14 


0.095 


0. 14 


0. 17 
0.052 


0.067 
0,042 


0. 18 
0.012 


0.31 
0.016 
0,010 
0.043 


0. IB 
0.036 


Phonanthrene 
An t hr acene 
F 1 uoranthene 
Pyfdna 


0.01 
0.01 
0.01 
0.01 


0.055 


- 


0.012 


0.046 
0.012 


- 


0.033 

0.014 
0.013 


0.23 

0.024 

0.012 


- 


Benzo (a) Anthracene 
Ohry sene 

Banzo (b) Fluoranthene 
Benzo (k) Fluoranthene 


0.01 
0.01 
0.02 
0.02 


-■ 


- 


- 


- 


- 


- 


- 


- 


Benzo (a) Pyrene 
Indeno Pyrone 
DIbenzo (a,h) Anthracene 
Benzo (g,h,i) Parylene 


0.02 
0.05 
0.05 
0.05 


^• 


- 


- 


- 


- 


- 


- 


- 



1 MDL = Method Detection Limit; "-« Indicates not detected; 



TABLE 4-20 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
PAHs (POLY AfiOMATIC HYDROCARBONS) tug/I) 



PARAMETERS 



Naphtha I ana 
Acenaph thy I ana 
Acanaph t hens 
F I uorerve 



Phananthran* 
Anthracene 
F I uoran t hane 
Py r one 



Benzo (at Anthracene 

Chrysane 

Benzo (b) Fluoranthena 

Bonzo <k) F I uoranttiene 



Benzo (at Py rene 

I ndeno Py rene 

DIbanzo (a,h) Anthracene 

Benzo tg.h.l) Perylena 



MDL 



0.01 
0.01 
0,01 
0.01 



0.01 
0.01 
0.01 
0.01 



0.01 
0.01 
0.02 
0.02 



0.02 
0.05 
0.05 
0.05 



DOW SCOTT ROAD 

BEFORE CARBOH 

(NOT DISCHARGED) 



4.7 
0.072 
0.06 
0. )6 



0. 50 

0.021 

0.044 

0.054 



0.014 
0.025 



DOW SCOTT ROAD 
AFTER CARBON 



0. 16 

0.014 
0, 10 



0.057 

0.022 
0.022 



0.014 



SCOTT ROAD 
OUTFALL 



0.21 



TOWNSHIP DITCH 
BEFORE POLYSAR 



0. 16 



0.024 



MDL 



Method {detection Limit; "- 



Indicates not datacted; 



TABLE 4-21 

HOE ST, CLAIR RIVER SURVEY 
September 23-27, 1985 
VOLATILE ORGANIC COMPOUNDS MEASURED IN DOW INTAKE/OUTFALLS DURING SURVEY PERIOD (ug/l) 



PARAMETERS* 


NORTH 
INTAKE 


SOUTH 
INTAKE 


1st STREET SEWER COMPLEX 


2nd STREET 
SEWER 


3rd STREET 
SEWER 


4th STREET 
SEWER 


42" 


46" 


TILE 


SLUICE 


Ben z ans 

Bromof orm 

Carbontetrach lor Id e 

Ch 1 orof orm 

Ch lorod i brofflodthana 

Dlchlorobromoethane 

D i ch 1 or oethane 

1 , 2-01 ch loroethane 

1,1,1-Trlchl oroethane 

1,2, l-Trichloroethane 

1,1,2,2-Tetrachloroethane 

1, t-DlchI or oethylene 

Tetrachloroethylene 

T'- (ha 1 omethanes 

0~xy lene 


6 
9 


3 
3 


2 

1 
70 
5 
7 
3 
9 

25 

31 

5 

5 

430 

16 


6 
7 


42 
16 

120 
68 
16 


1 1 
21 


7 
8 


247 
147 

9 
2 


4 

4 


FLOW (MGD) 






14 


1 1 


4 


1 1 


12 


40 


77 



* GC Electron Capture, not confirmed by mass spectrometer method detection limit approximately 1 ug/t 
"-" Not Detected 



TABLE 4-22 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 

NEW YORK STATE AMBIENT WATER QUALITY 

STANDARDS AhD GUIDELINES^ 

(ug/l) 





STANDARD(S) OR 




STANDARDS(S) OR 


COMPOUND 


GUIDELINEtG) 


(MMPOUNO 


GUIDELINES (G) 


Chloroethana 


- (40)^ 


Pentach 1 oroethano 


. 


Vinyl Crtlorlda 


0.3 (G) 


1 ,3-Dichtorobenzeno 


20 (S) 


Methyl eno Chloride 


50.0 (G) 


1 ,4-OIchlorobenzene 


30 (S) 


1, 1-D1chloroethene 


0.07 (G) 


1 , 2-0 1 ch 1 orobenzene 


4.7 (S) 


t, I-Olchtoro«thane 


50.0 (G) 


Total Trlchlorobenzenes 


to (S) 


Trans-1,2-OIchloro8theno 


50.0 (G) 


Total Tetrachtorobenzenes 


10 (S) 


Chloroform 


0.2 «S) 


Pentach 1 orobenzene 


- 


1,2-Dlchloroethane 


0.8 (S) 


Hexach 1 orobenzene 


0.02 (G) 


1,1, )-Tr 1 ch 1 oroethane 


50.0 (G) 


Hexachloroethane 


_ 


Cai-bon Tetrachloride 


0.4 (G) 


Hexach 1 orobutad 1 ene 


0.5 (S) 


1 , 2-0 1 ch 1 oropropane 


50,0 (G) 


Octach 1 orostyrene 


_ 


Trlchtorosthen© 


3.0 (G) 


Total BHC 


0.02 CG) 


Benzene 


50.0 (G) 


Chlordane 


-(0.06)'* 


1, 1,2-Trichloroethane 


0.6 (S) 


Sum of DDE, DOD, DOT 


-(0.003)'+ 


Sromoform 


50.0 (G) 


Total PCBs • 


0.01 (S) 


Perch loro«tti9ne 


0.7 (G) 


Total Chtorophenols 


1.0 (S) 


1,1,2, 2-T9trach 1 oroethana 


0.2 (G) 


Total Phenols 


1.0 (S) 


Toluene 


50.0 (G) 


2,4-D 


100.0 (S) 


ChloroBenzene 


20.0 (S) 


2,4, 5-T 


35.0 (S) 


Ethyl benzene 


50.0 (G) 


Napathalene 


10.0 (S) 


Acrolein 


- 


Acenaphthylene 


. 


Aery lonltri le 


0.07 (G) 


Acenaphthena 


20.0 (S) 


3-Ch 1 oropropene 


- 


Fl uorena 


50.0 (G) 


1 ,2-01 bromoethane 


-(0.02)3 


Phenanthrene 


50.0 CG) 


M + P-Xyiene 


50.0 (G) 


Anthracene 


50.0 (S) 


O-Xylene 


50.0 (G) 


Fluoranthene 


50.0 (G) 


Styrene 


50.0 (G) 


Pyrene 


50.0 (G) 


Benzo(a) Anthracene 


0.002(G) 


Chrysene 


0.002(G) 


SenzoCa) Fluoranthone 


0.002(6) 


Benzo(k) Fluoranthene 


0.002(G) 


Benzo(a) Pyrene 


0.002(G) 


Indeno Pyrene 


0.002(G) 


DlbenzoC a, h) Anthracene 


- 


Benzo (g.h.ijPeryiene 


- 



^ Fo- the protection of drinking water supplies. 

"-" Indicates that NYS does not have a standard or quidellne for this compound, 
2 Calculated by U.S. EPA Chicago for EPS. 
^ State of Florida Drinking Water Standard. 
G^eat Lakes Water Ouallty Agreement, 



862 



TABLE 4-25 



ST. CLAIR RIVER SURVEY - MUNICIPAL DISCHARGES 



a) Levels of Selected Trace Organlcs In Water Samples from Study Area (ug/l) 



COMPOUND 


WPCP 
FF FLUENT 




4- 




URBAN RUNOFF 








INDUSTRIAL 


RESIDENTIAL CSO 


INDUSTRIAL 


TOWNSHIP DITCH 






CSO 






i' 




CI 1 f ford 


Camp be 1 1 . 


Cathcart 


VIdal North 


Vidal South 


Scott Rood 


Vidal Street 


Perch 1 oroethy 1 ene 


26.0 


0. 100 


0.50 


0. 100 


0.050 


0.090 


5.00 


3. 500 


Hexachloroethane 


0.002 


ND 


O.OOI 


0.001 


0.003 


0.010 


0.420 


0.640 


Hexachlorobutad lane 


O.OOl 


ND 


0.001 


0.009 


0.007 


0.008 


0.8 30 


3.700 


QCB 


NO 


NO 


ND 


0.001 


0.002 


0.002 


0.015 


0.041 


HOB 


0.003 


0.001 


0.005 


0.005 


0.010 


0.017 


0.018 


0.034 


DCS 


ND 


ND 


NO 


0.002 


0.002 


0.001 


0.012 


0.003 



b) Annual Loadings of Selected Trace Organlcs Kg/year 



COMPOUND 


WPCP 


URBAN 


TOWNSH IP 




EFFLUENT 


RUNOFF 




Perch 1 oroethy 1 ene 


590.0 


0.78 


e.6 


HCE 


0.045 


0.078 


1.6 


HCBD 


0.0 23 


0.070 


9.3 


QCB 


-0.01 1 


0.016 


0. 103 


HCB 


0.068 


0. 133 


0.060 


OCS 


-0.01 1 


0.016 


0.006 



TABLE 4-24 



ST. CLAIR RIVER SURVEY 



a) Levels of Selected Trace Organlcs In Ssdiment Samples (ug/Kg) 



COMPOUND 


RESIDENTIAL 




INDUSTRIAL 




Campbe 1 1 


Cothcar t 


Vidal North 


VIdal South 


Township Ditch 


Perch 1 oroethy 1 ene 


41 


29 


5.9 


- 


66 


HCE 


36 


- 


NO 


ND 


MD 


HCBO 


58 


- 


e 


25 


4,300 


OCB 


NO 


- 


3.5 


ND 


490 


HOB 


710 


- 


32 


160 


1,700 


OCS 


100 


#-' 


9.9 


ND 


1,400 



TABLE 4.25 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
ON TUNNEL CONVENTIONAL POLLUTANTS (mg/l) 

















HARDNESS 


ALKALINITV 








TOTAL 


TOTAL 


SOLUBLE 


TOTAL 


SOLUBLE 


TOTAL 


AS 


AS 






SAMPLE LOCATION 


PHENOLS 


CHLORIDE 


Ca' 


Ca 


Na' 


Na 


CaCOj 


CaCo, 


SULPHATE 


pH 


Oewatering Discharge 


0.028 


2650 


92 


115 


1200 


1180 


0.88 


528 


1 

90 


8.1 


Piezometer 24+10 P-2 


0.03) 


5600 


124 


150 


2000 


2000 


1.09 


425 


0.2 


7.9 


PlBZOmeter 24+10 G-1 


0.008 


— 


21 


20 


385 


463 


0.06 


265 


<0.1 


8.2 


Piezometer 24+70 P-l 


0.015 


__ 


80 


3000 


882 


914 


0.40 


3100 


T6 


8.5 






1,1 



















'Ca = Calcium, Na = Sodium 
"-" No Data 



TABLE 4.26 



ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
VOLATILE OHGANICS - NET LOADINGS (kg/d) 



PAR/WETERS^ 


mdlI 


CN TUNNEL DEWATERING 
DISCHARGE 


CN TUNNEL PIEZOMETER 
24+10 P-2 


CN TUNNEL PiEZCMETER 
24 + 10 P-l 


CN TUNNEL PIEZOMETER 
24 + 70 P-l 


Chioroethane 
Vinyl Chloride 
Methylene Chloride 
1, l-Dichloroetheno 
1 , l-Dlchtoroethane 


2 

2 


<1.0 


- 
<l,0 


1 1 III 


NOT 

ANALYSED 

DUE 

TO 

EXCESSIVE SOLIDS 


Trans- 1 , 2-D i ch I oroethene 

Chloroform 

t , 2-D 1 ch 1 or oethane 

1,1, l-Tr ichiorethane 

Carbon Tetrachloride 




1.2 

- 
3,5 

16 


- 


<1.0 




Bromodlchl oromethane 

1 , 2-D 1 ch 1 or op r opa ne 

Trlchl oroethene 

Benzene 

DIbromoch 1 oromethane 




<l.O 
2.9 


<1,0 


- 




1,1, 2-Tr ) ch 1 oroethane 

2-Chtoroethyl Vinyl Ether 

Broraoform 

Tetrach 1 oroethene* 

1 , 1 , 2, 2-Tetrach 1 oroethane 




7.8 


<I.O 


1 ' '■ 

<I.O 


Toluene 

Ch 1 orobenzene 

Ethyl benzene 

Acrolein 

Aery Ion itr 1 1 e 


* 


<1.0 


- 


» 




5-Chi oropropeno 

1,2-Oll3ro(noathane 

Meta + para xylene 

Styrene 

Ortho xylene 

Pentachloroethana 




m- 


-- 




- 



• Perch foroethy lane 

' MOL = method Detection Limit; "-" Indicates not detected; "<x" Indicates peak present beiOM MOL; 
Also analysed but not detected IMDL In BracketsJ: ch I oromethane (2), Bromoethane (2>, CTS-l,3-o( — cMoropropene (2), 
trans-l,5-dichloropropene (2), tr ichlorof luoroniethane (2), 1 ,1,2-Tr i f luorotr Ichloroethane (1), dichloroacetoflltrl ■• 
C5), !-Bronio-2-ch I oro ethane (t), bromobenzene (I), t, 1 ,2,5-tetrachloropropene (2), 



TABLE 4.27 

ST. CLAIH STUDY - POINT SOURCE DISCHARGES 
VOLATILE ORGAN I CS - NET LOADINGS (ug/l) 



PARAMETERS^ 


hdl' 


CN TUNNEL DEWATERING 
DISCHARGE 


CN TUNNEL PI£2(WETER 
24 + 10 P-2 


CN TUNNEL PIEZ04ETER 
24 + 10 G-1 


CN TUNNCL PIEZOMETER 
24 + 70 P-t 


1 , 3-0 1 ch I orotjenzena 
t , 4-D 1 ch 1 orobamene 
1 , 2-0 1 ch 1 orob«nzena 
1,3, 5-Tr 1 ch 1 oroban zene 


0.005 
0.01 
0.005 
0.006 


-■ 


!". 


--#. 


- 


1,2,4-Tr ichlorobenzene 
1 , 2,3-Tr 1 ch 1 or benzene 
1 ,2,5,5-Tetrachlorobenzene 
1,2,4, 5-Tetracti 1 orobenzene 


0.007 
0.008 
0.002 
0.004 


* 


^- 


- 


- 


1,2,5,4-Tetrachlorobenzene 
Pentachlorobenzene 
Hexachlorobenzene 
HexachI oroothana 


0.002 
0.001 
0.001 
0.001 


0.0021 
0.0022 


^ 


^m 


- 


HexachI orobutad 1 ene 
Octach 1 orostyrene 
X-Benzenehexachlor Ids 
L Insane 


0.001 

o.oot 

0.001 
0.001 


0.0004 
0.0005 
0.0005 


-: 


- 


- 


8-Chlorane 
P.P'-DOE 
P.P'-DDO 
P.P'-DOT 
Ml rex 
Total PCB's 


0.002 
O.O02 
0.002 
0.005 
0.006 
0.002 


-■ '[ 




- 


- 



I 



MOL = method Detection Limit; "-" Indicates not detected; 



TABLE 4.28 

ST. CLAIR STUDY - POINT SOURCE DISCHARGES 
CHLOROPHENOLS AND OILOROENOXY ACIDS (ug/l ) 



PARAMETeRS^ 


MDL^ 


CN TUNNEL DEWATERING 


CN TUNNEL PIEZOMETER 


CN TUNNEL PIEZOMETER 


ON TUNNEL PIEZOMETER 






DISCHARGE 


24 + 10 P-2 


24 + to G-l 


24 + 70 P-1 


2 , 6-D 1 ch 1 oropheno 1 


0.001 


- 


. 


_ 


_ 


2,4-D 1 ch 1 orophanol 


0.001 


.p 


■. 


- 


^ 


2,5-Dlchlorophenol 


0.001 


- 


^: 


■^^ 


^ 


2,4 ,6-Trl Ch 1 orophenol 


0.003 


- 


*». ':' 


I ■* 


0.006 


2, 3, 6-Trichl orophanol 


0.001 


- 


- 


. 


_ 


2 ,4 , 5-Tr Ich 1 orophenol 


0.001 


- 


- 


.-■ 


_ 


2,3,5-Trlchlorophenol 


0.001 


m 


- 


^ 


M 


3,4, 5-Tr ichi orophenol 


0.001 


- 


- 


- 


- 


2,3, 5 ,6-Tot rach 1 orophenol 


0.001 


- 


*%- 


k yni. 


;■ ^. 


2,5,4,6-Tetrachlorophonol 


0.001 


0.0021 


^~ ' 


■^ 


_ 


2, 3,4, 5-Tetrachl orophenol 


0,001 


0.0022 


-- 


.'. 


_ 


Pentach 1 orophenol 


0,001 


- 


- 


- 


- 


2,4-D 


0.00 1 


0.0004 


^ 


V. 


„., 


2,4. 5-T 


0.001 


0.0005 


- 


- 


- 



1 



MDL = method Detection Limit; "-" Indicates not detected; 



TABLE ^-29 

ST, CLAIR STUDY - POINT SOURCE DISCHARGES 
PAHs {POLY AROMATIC HYDROCARBONS) (ug/l ) 



PARAMETERS 2 


MOL^ 


ON TUNNEL DENATERING 


CN TUNNEL PIEZOMETER 


CN TUNNEL PIEZOMETER 


CN TUNNEL PIEZOMETER 






DISCHARGE 


24 + 10 P-2 


24 + 10 G-1 


24 + 70 P-1 


Ndphthatens 


0.01 


0.13 


0.18 


0.12 


1.41 


Acflnaphthylana 


0.01 


0.018 


0.0 to 


- 


0,41 


Acenaphthena 


0.01 


0.80 


- 


- 


0.10 


F 1 uorene 


0.01 


0.18 


- 


0.010 


0.33 


Phenantherena 


0,01 


0.040 


0.040 


0.025 


1.18 


Anthracene 


0.01 


0.050 


- 


- 


0.27 


Fluoranthene 


0.01 


0,73 


0.014 


0.010 


0.31 


Pyrone 


0.01 


0.44 


- 


0.018 


- 


Benzo (a) Anthracene 


0,01 


0.010 


_ 


^ 


_ 


Chrysene 


0.01 


.- 


- 


mr 


» 


Benzo (b> Fluoranthene 


0.02 


■m 


. 


* 


M 


Benzo (k) Fluoranthene 


0.02 


- 


- 


- 


- 


Benzo (a) Pyrene 


0.02 


- 


- 


_ 


^ 


tndeno Pyrene 


0,05 


> 


- 


m, 


■m 


Dl benzo (8,h) Anthracene 


0.05 


1- 


- 


m 


j^ 


Benzo (g,h,i) Perylene 


0.05 


- 


- 


:<* 


M 



1 



MDL - Method Detection LInIt; 



Indicates not detected; 



APPENDIX II 



FACILITY DESCRIPTIONS 



ST. CLAIR SDRVEY - POINT SOURCE DISCHARGES 



FACILITY DESCRIPTIOHS 



ESSO PETROLEUM CANADA 



Products 

The Sarnia Refinery of Esso Petroleum Canada (a division of 
Imperial Oil) processes crude oil into gasolines and fuels, 
petrochemical feedstocks, lubricating oils and waxes. 



Wastewater Collection and Treatment 

The following description applies to the refinery water 
systems which serve the refinery as well as the petrochemical 
operations noted above. 

The cooling water streams are segregated from the oil- 
contacting water streams. Once through cooling water (OTCW) 
passes through four parallel API separators, before discharging 
to the St. Clair River, as a safeguard against upsets such as 
exchanger leaks. 

The oil-contacting water streams are collected and treated 
before release. Sour waters are steam stripped of hydrogen 
sulphide and ammonia and biologically treated to remove phenolics 
before combining with other process water in the blox plant. 
Storrawater, tank farm runoff and process water pass through three 
parallel API separators before filtration through a dual-media 
filter. The filter effluent discharges to the refinery activated 



sludge plant (blox). The final effluent combines with OTCW from 
two of the cooling water API separators and discharges to the 
river. 

The intake and Biox effluent were sampled during the study. 



ESSO CHEMICAL CANADA 
Products 

Esso Chemical Canada (ECC) manages and operates petro- 
chemical manufacturing facilities at Sarnia. A small number of 
the ECC operations are integrated with the petroleum refinery 
operated by Esso Petroleum Canada (olefins, solvents and lubri- 
cant additives). An Independent Esso Chemical plant is located 
east of the Esso refinery. It has its own cooling and wastewater 
system. These comments will apply only to the non-integrated 
Esso Chemical plant. 

The non-integrated section of the plant manufactures 
polyvinylchloride (PVC) and polyethylene resins and aromatics 
(benzene, toluene and xylene). BTX is produced from feedstock 
supplied by the refinery. 



Wastewater Collection and Treatment 

Esso Chemical's process wastewater discharges to (in 
parallel) two circular oily water separators. From the separa- 
tors, the combined effluent passes through two dual media filters 
in parallel and then through an activated carbon absorber. The 



treated effluent discharges to the clean water impounding basin. 
Refinery biosludge is added to the filter effluent as it enters 
the clean water impounding basin. This results in the further 
removal of phenols prior to discharge to the river. When flow 
during heavy rain exceeds the capacity of the dual media filters 
and carbon adsorber system, excess water is diverted to the oily 
impounding basin and held until it can be brought back through 
the filter and carbon treaters under control. The oily water 
impounding basin Is, therefore, a hold-up facility only. When 
the TOC (Total Organic Carbon) analyzer on the effluent from the 
Aromatics Plant shows unacceptable hydrocarbon levels, the 
effluent is diverted to the oily impounding basin and brought 
back, under controlled rate. Uncontaminated once-through cooling 
water discharges into the clean water basin and the combined 
effluent discharges to the St. Clair River. The service water 
is obtained from the St. Clair River via the Esso Petroleum 
refinery. 

The Esso Petroleum intake and the Esso Chemical final 
effluent were sampled during the study. 



POLYSAR LIMITED 

Products 

Polysar manufactures synthetic rubbers (SBR, nitrile, BR, 
butyl and halobutyl) and rubber latex. It also produces some of 
the basic petrochemicals for use at the Sarnia site. This 
Includes the production of ethylbenzene and styrene, and the 
extraction and purification of butadiene and isobutylene. 



Wastewater Collection and Treatnent 

The major discharges from Polysar flow directly to the 
St. Clair River and include: the blo-treatraent plant effluent, 
54" sewer, 66" sewer and 72" sewer. The last section of the 
Township ditch from Vidal Street to the river is lined with 
concrete and flows through Polysar. A number of minor discharges 
to the ditch do originate with Polysar. The bio-treatraent plant 
effluent and the flow from the Township ditch combine at the 
river and discharge via an extended diffuser outfall. 

The bio-treatment plant came on line in 1983. It treats the 
majority of Polysar' s process wastewater as well as selected 
wastewater from other industries which pay Polysar to treat their 
waste. The 54" sewer discharges boiler blowdown, cooling water 
and excess intake water. The 66" sewer discharges treated 
Styrene II and Butyl II unit wastewaters, cooling water and 
stormwater. The 72" sewer discharges non-contact cooling water. 

The water supply for the plant is obtained from the river 
just downstream of the Biox/Township ditch outfall. 

The intake, bio-plant effluent, 54", 66" and 72" sewers were 
all sampled during the study. In addition, the Stereo API oily 
water separator discharge was also sampled. This effluent 
discharges to the 66" sewer, downstream of the 66" sewer sampling 
location. 



DOW CHEMICAL CANADA IHC. 

Dow Chemical operates a diversified chemical/plastics 
complex in Sarnla composed of a number of specific manufacturing 
plants. The product line includes styrene, polystyrene, 
propylene glycol, chlorine and caustic soda, chlorinated 
solvents, latlces, vinyl chloride, high and low density poly- 
ethylene, epoxy resins, polyglycols and propylene oxide. It also 
markets a number of additional organic products manufactured by 
other Dow plants in Canada and the U.S.A. 



Wastewater Collection and Treatment 

The complex has feighc discharges to the St. Clair River and 
two service water intakes both of which occur downstreaa of some 
of Dow effluent discharges. The sewers and their approximate 
flows on the date surveyed are listed below. The majority of the 
water used is for OTCW. Other uses are equipment washing, steam 
production and direct contact with products/raw materials. 



Flow (November 27, 1985) 
Sewer Identification 10^ L/d 



1. 42" 1st Street Sewer 6S 

2. 48" 1st Street Sewer 56. 

3. 30" Tile Drain 10 

4. 54" Sluice If 

5. 2nd Street Sewer 66 

6. 3rd Street Sewer 120 

7. 4th Street Sewer 565 

8. Steam Plant Sewer (not sampled) 20 (1984 Average) 



The 42" 1st Street sewer receives process wastewater and/or 
cooling water from the vinyl chloride monomer, solvents plants, 
and the propylene oxide plant (cooling water only). Gas scrubber 
waste from vinyl chloride production is subject to pH control. 
The 48" 1st Street sewer receives cooling water from the vinyl 
chloride monomer and solvents plants. 

The 30" Acid Tile Drain receives process water and cooling 
water from the vinyl chloride plant. The 54" Sluice receives the 
bulk of process and cooling water from the propylene oxide, brine 

treatment, chlorine and caustic plants. The 2nd Street sewer 

# 

receives laboratory wastes, polystyrene process effluent which 
has been treated by a phase separation separator, polystyrene 
cooling water, and process water and cooling water from the 
propylene oxide derivatives plant. Process wastewater from the 
propylene oxide plant discharges to the biological treatment 
plant. 

The 3rd Street sewer receives process and cooling water from 
the styrene (oil separator), latex (coagulation and phase separa- 
tion) and high density polyethylene (solids separators) plants. 

The 4th Street sewer receives the biological treatment plant 
effluent and process and cooling water from the chlor-alkall I 
plant. In addition, process and cooling water from the low 
density polyethylene, epoxy resin and styrene plants also 
discharge to this sewer. 

Ail sewers and intakes, except for the steam plant 
discharge, were sampled during the study. 



SUNCOR SUNOCO GROOP 



Products 



The Sunoco Refinery converts crude oil from western Canada 

ttito gasolines, kerosene, heating oils, heavy fuel oils, 

aromatlcs such as benzene, xylene and toluene, and light hydro- 
carbon gases and liquids. 



Wastewater Collection and Treatment 

Sour process waters are stripped to remove hydrogen sulphide 
and ammonia. Spent caustic is neutralized. The effluent from 
these treatment processes combines with other oily process water 
and passes through an API separator to remove oil. Following 
equalization. Induced air floatation (lAF) is applied to remove 
fine oil droplets suspended In the effluent. The effluent is 
treated biologically in an aeration basin to remove phenolics and 
other biodegradable compounds. Following final clarification, 
the effluent discharges to an impounding basin. 

Contaminated stormwater is collected and treated for oil 
removal through an API separator followed by induced air floata- 
tion before discharging to the impounding basin. The impounding 
basin overflow combines with once through cooling water (OTCW), 
which has passed through an API separator, and discharges via a 
single outfall to the river. In the case of an upset, the 
impounding basin contents can be recycled through the process 
treatment system, entering at the equalization basins. The water 
supply Is collected from the river at Suncor's product loading 
dock, which is downstream of Dow Chemical. 



The River was sampled from above the Intake and the impound- 
ing basin effluent was also sampled during the study. 



City of Samla WPCP 

The Samia sewage treatment plant employs primary treatment 
with phosphorus removal and has a design capacity of 
68.2 X 10 L/d. The final effluent discharges to the river just 
south of Esso. This effluent was sampled during the study. 



Township Ditch 

The Township ditch carries runoff from an area south of 
Sarnla's residential and business core. The drainage system Is 
bounded approximately by the CNR railway track south of Confeder- 
ation Street on the north, Modeland Road on the east, Churchill 
Road on the south and the St. Clair River on the west. It 
receives storrawater runoff from undeveloped and developed land, 
waste disposal and product storage areas, treated and untreated 
runoff and Industrial effluent and cooling water. 

The first major upstream area of Influence is the Scott Road 
ditch which serves an industrial waste disposal area (Scott Road 
landfill). Waste disposal sites along Scott Road are owned by 
Polysar, Dow Chemical, Fiberglass, Imperial Oil Enterprises 
(Refinery and Chemical Plant) as well as the City of Sarnla 
(sewage sludge disposal lagoons). The Scott Road ditch runs 
along the western edge of the industrial wastes disposal area and 
receives treated leachate and/or untreated storm runoff before 
joining the Township ditch, which up to this point contains 



mostly undeveloped area runoff. An open ditch exists along Scott 
Road from Churchill Road to Imperial Avenue and from there, a 
submerged tile conveys runoff to the Township ditch. The 
Imperial Enterprises waste disposal site located north of 
Churchill Road is capped and surface runoff discharges to the 
ditch. 

The Fiberglass disposal site is north of Imperial's and 
contains buried waste fiberglass. Bonding resins and dyes were 
at one time leaching out of this site. The leachate was 
collected and pumped into a holding lagoon where it was treated 
with calcium chloride before discharging to the Scott Road tile 
drain. The site was subsequently capped and a leachate collection 
system was installed. Leachate Is now shipped off property for 
treatment and disposal, however, there are occasional breakouts 
when leachate escapes into the ditch. 

The Dow Chemical disposal site is located directly north of 
Fiberglass. A reinforced steel barrier composed of interlocking 
steel pilings retains all leachate within the disposal site 
(pilings down to unfractured clay bed at 3 to 4 meters). The 
leachate is collected in a perimeter pond at the north edge of 
the property and pumped through carbon filters before being 
discharged to the Scott Road ditch. This discharge is inter- 
mittent and depends on precipitation and the level of leachate in 
the pond. Leachate from the Dow disposal site, prior to the 
installation of the carbon filters contaminated the sediments of 
the Scott Road ditch and the Township ditch, with hexachloroben- 
zene (HOB) and hexachlorobutadiene. The Scott Road ditch was 
subsequently excavated and replaced with a submerged corrugated 
steel sewer. In 1983/84 Dow dredged the affected section of the 



Township diCch and disposed of the sediment at the company 
landfill site. 

The Polysar disposal site is located south and east of the 
Dow site. The leachate is aerated and then directed to a fly ash 
pond which acts as a f ilter/absorbant . Storm runoff and treated 
leachate from the fly ash pond discharges periodically to the 
Scott Road ditch. 

Holmes Insulation Limited is located on Scott Road and 
discharges cooling water only to the Scott Road ditch opposite 
the Esso Petroleum disposal site. Pipe insulation, insulating 
block, board, felts, blankets and cements, bulk and blowing wool 
are manufactured on-site. Process water is entirely recycled. 

Upstream of the point at which it joins the Scott Road 
ditch, the Township ditch receives surface runoff from the areas 
of Plant and Indian Roads and the MacGregor Side Road. The CN 
yard runoff passes through an oil-water separator and also 
discharges to this part of the ditch. 

Moving further downstream, there are inputs to the ditch 
from Esso Chemical (stormwater) , Cabot Carbon, Fiberglass 
(factory) and Polysar. Cabot Carbon manufactures carbon black 
from liquid feedstock and natural gas. Cooling tower blowdown, 
laboratory wastes, boiler blowdown, equipment wash water and 
surface runoff discharge to the Township ditch. A wastewater 
treatment system is now being installed to remove carbon black 
and oil from the effluent. Fiberglass manufactures glass fiber 
insulation with phenolic and urea resins incorporated into the 
product. Process water passes through a solids separator before 
combining with cooling water and discharging to the ditch. The 



process water contains minute beaded glass and would not normally 
be contamined by resins unless a spill occurred within the plant. 

The final section of the Township ditch is lined with 
concrete and flows through Polysar property. At the river it 
combines with the Polysar biotreatment effluent and discharges 
via a submerged diffuser. 

During the study, the Dow landfill leachate treatment system 
was assessed (samples collected before and after carbon treat- 
ment). The Scott Road outfall was also sampled by EPS and NWRI. 
The Township ditch was sampled just upstream of Polysar on the 
west side of Vidal Street at the Armak Chemicals Building 
entrance by EPS and east of Vidal Street by NWRI. Both water and 
sediment were collected at the latter locations. 
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SAMPLING METHODS 

The majority of samples collected were grabs. Stainless 
steel containers were used to collect the sample which was then 
poured into the various sample bottles (1 L amber glass for 
extractable organics, 60 mL amber glass for volatile organlcs). 

The stainless steel containers were prepared by solvent 
rinsing, repeated distilled water rinse and heat treated. The 
container was then covered with solvent/distilled water rinsed 
aluminum foil. The 1 L amber glass bottles were new bottles only 
which had been acid washed, distilled water rinsed and heat 
treated. The 60 raL amber glass bottles were detergent washed, 
rinsed with tap and distilled water and dried at 105°C. Sodium 
thiosulphate was added to remove free chlorine from the samples. 
All bottles had screw on caps with Teflon lined septa. 

At locations where 3 grab samples were collected, the 
individual samples were composited by the laboratory. The 
extractables samples were combined prior to extraction. The 
volatiles were combined by piercing the septum with a narrow bore 
hypodermic needle and withdrawing equal allquots from each grab 
sample. The composite sample was then Injected into the purge 
vessel. 

Twenty-four hour composite samples were collected using 
Horizon Interval samplers (not-flow proportioned) which sampled 
continuously for approximately 5 minutes of each quarter hour. 
Sample was conveyed to the perstaltlc pump using Teflon tubing 
and a short section of silicone in the pump head. Teflon was 
also used to convey the sample to a glass 18 L carboy which had 



been prepared in the same manner as the stainless steel 
containers. 



Anetlytlcal Methods 

The analytical methods are briefly stated blow. The 
reference or individual noted with each method should be consul- 
ted for the details. 

1. Volatile Organics 
U.S. EPA method 624 

Federal Register Octoer 26, 1984 

Part VIII Environmental Protection Agency 

40 CFR Part 136 

2. Chlorinated Neutral Extractables 
Dr. Barry Oliver, NWRI Burlington 
1-4I6-336--4604 

Method involves liquid liquid extraction at pH 2 with hexane 
(hexane/acetone for sediments). Following clean-up, 
extracts run by dual capillary column GC with electron 
capture (EC) detector. 

3. Chlorophenols and Chlorophenoxy Acids 
Dr. Mike Fox, NWRI, Burlington 
1-416-336-4604 

Method Involves liquid liquid extraction at pH 2 with 
hexane. Sample extract Is methylated with diazomethane. 
Sediment was back extracted into an aqueous base and 



re-extracted . Analysed by dual capillary coluam GC-EC 
^ . ^packings Hewlett Packard Ultra 2 and 0V17). 

4. PAHs 

Dr. Bill Lee, NWRI, Burlington 
1-416-336-4645 

Method involves 3 extractions with methylene chloride. The 
extract is evaporated and hexane was added. The extract was 
cleaned up using an activated silica gel column. The first 
fraction was eluted with SO mL of hexane and was discarded. 
The PAH fraction was Chen eluted with 50 mL of 40" methylene 
chloride and 60Z hexane. The extract was again evaporated 
down and brought up to 1 mL with toluene. The analytical 
method was GC/MS capillary column, U.S. EPA Method 525 (from 
Federal Register - see Volatiles Section). 

5. Chlorinated Dlhenzo-p-dioxlns 

Dr. Frank Onuska, NWRI, Burlington 
1-416-336-4635 

Liquid liquid extraction, carbon fiber clean-up, high reso- 
lution GC and high resolution MS. Two column types were 
used, one for isomer specific tetrachlorodibenzo-p-dioxins 
and the second for the remaining chlorinated dioxins. The 
detection limit for these compounds in sediment was approxi- 
mately 0.003 ug/kg. 
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